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Department  of  Housing  and  Urban  Development     rA   '  0\   (   CN'^A 
26  Federal  plaza  vW-<^  (^  ,  \H/0 

New  York,  New  York   10007  \ 

Re;   Survey  and  Planning  Application 

Kittredge  Square  Urban  Renewal  Area 

Dear  Mr,  Horan: 

Submitted  herev;ith  are  ten  copies  of  a  Survey  and  Planning 
Application  for  the  Kittredge  SQuare  Urban  Renewal  Area,  a  proposed 
urban  renewal  project  in  Boston's  Model  City  Area_,   Authorization 
to  file  the  application  was  granted  by  the  Boston  Redevelopment 
Authority  on  April  2,  1970. 

The  Eji^ilicaticn  vras  filed  with  the  Boston  City  Cov.r.cil  en 
April  13,  1970,   Approval  of  the  City  Council  is  expected  shortly. 
In  the  meantime,  for  purposes  of  staff  review,  i  am  submitting  the 
enclosed  informational  copies  of  the  application. 

The  application  was  developed  by  the  staffs  of  the  Boston 
Redevelopment  Authority  and  the  Model  city  Agency  of  the  city  of 
Boston  in  cooperation  with  the  Model  Neighborhood  Board,   The 
Kittredge  Square  area  has  been  chosen  for  renewal  treatment  because 
it  provides  opportunities  for  early  development  of  housing  without 
extensive  relocation  and  because  it  appears  feasible  of  renewal  with 
the  liinited  funds  available  o 

Your  speedy  review  and  approval  of  the  enclosed  documents  are 
respectfully  requestedo 

Sincerely, 


4vw  tUj^^-t 


mA      . 

'  John  D.  V,'i-rner 
Director 


SURVEY  AND  PLANNING  APPLICATION 
PROiIECT  NO.  MASS.  R- 

Idttredge  Square  Urban  Renewal  Area 
Boston  Redevelopment  Authority 
Boston,  Massachusetts 


BINDER  NO. 
SUBMISSION  DATE; 


CHECKLIST  OF  DOCUMENTS 


R  101 

R  1U2 
R  103 
R  117 
R  121 
R  131 
R  134 

R  141 

R  142 

R  143 

R  144 

R  145 

Exhibits 
Exhibit  A; 
Exhibit  B: 
Exhibit  C; 


Form  IIUD-6100,  Survey  and  Planning 
Application, 

Form  HUD-61Ulf  Urban  Renewal  Area  Data. 

Report  on  Urban  Renewal  Area. 

Report  on  Citizen  Participation. 

Estimate  of  Federal  grant  requirement. 

Form  HUD-627,  Survey  and  Planning  Budget. 

Narrative  statement  in  support  of  budget 
estimates. 

Form  HUD-61U3A,  Legal  Information  Report 
for  Urban  Renewal  Project  —  Part  I. 

Form  HUD-6103B,  Legal  Info  jtiation  Report 
for  Urban  Renewal  Project  — •  Part  II, 

■Documentation  in  support  of  Codes  No.  R  141 
and  R  142. 

Resolution  of  Boston  Redevelopment  Authority 
authorizing  filing  of  application. 

Resolution  of  City  Council  approving  filing 
of  application. 


Description  of  Perimeter  Boundary. 
Map  1:  Map  of  Building  Condition. 
Map  2:  Map  of  Locality. 


SURVSY  AND  PLANNING  APPLICATION     BINDER  NO. 
PROJSCT  NO.  MASS.  R-  SUBMISSION  DATE i 

Kittredge  Square  Urban  Renewal  Area 
Boston  Redevelopment  Authority 
Boston,  Massachusetts 


FORM  FrUD-6100  CODE  NO.  R-101 


Form  HUD-6100,  Survey  and  Planning  Application  is  attached. 


Fonn  Approvtil                                                 H-6100 
nudK<-l  Hurriui  No.  f,3-UB82.3                     (P-C  l) 

ru  HE  co.vi'Li:ri:o  ny  iiiifa 

HOUSING    AND   IIOMK   FINANCK   AGKNCY 
UHiiAN  HKNi:«AL  ADMINISTRATION 

PROJECT,   PLAN,   OR  SURVEY   NUMBER 

Mass,    R- 

SURVEY  AND  PLANNING  APPLICATION 

LOCALITY 

Boston,   Massachusetts 

(Urbon   Renewal  Program) 

DATE   RECEIVED 

IKSTRUCTIO.WS:     Sii.'mK  ont'nul  in  Hinder  ,Vo.    ;,   end  copies  in  Hinders  Ao.   ?,   3,   and  i. 

A.    PURPOSE  OF  APPLICATION 

[  x]  Survey  and  planning  of  an  Urban  Renewal  Project 

[     J    Under  "Disaster  Area"  provisions  of  Section  HI  of  the  Housing  Act  of  1949,  as  amended 
[      J  Preparation  of  General  Neighborhood  Renewal  Plan 
[      ]  Feasibility  Survey  of  an  urban  area 

B.   CATEGORY  OF  PROJECT  ELIGIBILITY 

(For  survey  and  planniri!}  of  a  project,  check  appropriate  etigihility  category  of  project  to  be  planned;  for  preparation  of  a  General 
NeiShborliood  Kenewal  Plan,  check  eligiibility  category  indicated  at  this  tin>e  for  "first  project"  in  proposed GNRP  area.  See  Ur- 
ban Henewal  Hanual,  Chapter  3-2.  heave  blank  for  Feasibility  Survey  Application  or  for  "Disaster  Area"  project.) 

CATEGORY 

PRESENT  CHARACTER 
OF    AREA 

EXTENT  OF   PRESENT 
DEVELOPMENT 

PROPOSED   REUSE 

[X]I 

Predominantly  residential 

Built  up 

Any 

[       ]1I 

Predominantly  residential 

Predominantly  open   land 

Any 

[    ]ni 

Not  predominantly  residential 

Built  up 

Predominantly  residential 

[    ]iv 

Not  predominantly  residential 

Predominantly  open  land 

Predominantly  residential 

r      1    .                     Nonresidential 
L      J  ^                          Exception 

Not  predominantly  residential 

Built  up 

Not  predominantly  residential 

r      1                         Nonresidential 
'•      J  '  '                        Exception 

Not  predominantly  residential 

Predominantly  open  land 

Not  predominantly  residential 

,       -,                          College, 

VII                   Imiversitv,  or 
'■       -I   ^"                   Hospital  ' 

Any 

Built  up 

Any 

r      ,                         College, 

[  ]vHi      [is^^[ir>-- °^ 

Any 

Predominantly  open  land 

Any 

[    ]ix 

- 

Open  land 

Predominantly  residential 

[      ]X 

- 

Open  land 

Not  predominantly  residential 

1^      ,                     Area  Redevelopment 
I      J  XI                          Exception 

Not  predominantly  residential 

Built  up 

Not  predominantly  residential 

Area  Redevelopment 
[      J  XII                         Exception 

Not  predominantly  residential 

Predominantly  open   land 

Not  predominantly  residential 

C.  TYPE  OF  SUBMISSION 

L  XJ  Original  Application                                                                  • 

L       J  Revision  of  approved  Apjilication  —  Project,  Pl.^n,  or  Survey  No. 

[       J  Change  in  area                                                     [       ]  Other  (Describe 

[       J    Increase  in  total  estimated  cost 

—  for  purpose  of 

>; 

D.    IDENTIFICATION  OF  APPLICANT 

LEGAL  COi;PCF)AI  L   NAMU 

Bostoi^  Redeveloptnant   Authority 

MAILING    ADDRESS 

City   Hnll.    Roo^i   900/1    City   Hnll    Squaro ,    Roston,   Hn3snrluir,et  ts    02201 

(Ov<r) 


E.    ESTIMATED  COST  AND  SOURCES   OF  FUNDS 

The  rsliniated  cost  of  the  surveys  and/or  plans  aiid  the 
anticipated  sources  of  funds  to  pay  this  cost  are: 

VSI-:  run  rhvised  api'lication 

REQUESTED   FOR 
APPROVAL 

LATEST    APPROVED 
ESTIMATE 

ADJUSTMENT 
(  H    OR   -  ) 

1.  Federal   advance  applied  for 

s 

(       )8 

^     106,760 

2.  (Plus)   F'unds  to  be  obtained  from  other  sources 

(     )8 

3.  (Equals)  Total  estimated  cost 

s 

(    )S 

^     106,760 

F.    ESTIMATE  OF   FEDERAL  GRANT   REQUIREMENT    (Leave  blank  (or  Feasibility  Survey  Application) 

Basis  of  Project  Capital  Grant:      (Check  one) 


I      J  The  p'edcral  grant  requirement  for  the  Project 

has  previously  been  estimated  and  no  change  in 
the  estimate  is  coiilemplated  at  this  lime. 

[  X]   The  Applicant  estimates  the  Federal  grant 
requirement  (project  capital  grant  plus 
relocation  grant)  for  the  Project  to  be 

g  1,380.000 


[X]    2/3  of  Net  Project  Cost 

[      J   3/4  of  Net  Project  Cost— municipality  with  population  of 
50,000  or  less 

I      J    3/4  of  Net  Project  Cost— in  Redevelopment   Area,  munici- 
pality with  population  of  from  50,001  to  150,000,  inclusive 


G.  DESCRIPTION  OF  AREA 

Tu  •    1      n    1  J  .    1     1  .k     Kittredge    Square 

1  he  area  is  locally  knowTi  or  proposed  to  be  kno\^•n  as  the 5 ;? 


[  ^]   Lirban  Renewal  Area  [      ]    Feasibility  Survey  Area,  situated  in  the  City  of Boston 

County  of  Suffolk ,  and  State  of      ?ia3.=;3chu.qe  t  ts 


and  bounded  generally  as  follows: 

North:  llillnont  Street;  Northeast:  Highland  Street;  East:  Lambert  Street; 
Southeast:  Cedar  Street;  West:  Centre  Street. 


H.  RELATIONSHIP  OF  PROPOSED  PROJECT  TO  PREVIOUS  TITLE  I  ACTIVITIES  (Leave  blank  for  Gr\'RP  or  Fcasibilily  Survey 
Application) 
1.   Is  the  Project  located  in  an  area  covered  by  a  General  Neighborhood    Renewal  Plan? 


If  Yes:    a.    Enter  Plan  number: 

b.  If  this  Application  is  for  planning  of  "first  project"  in  the  GNRP  area, 
enter  amount  of  Federal  grant  reservation  outstanding: 

c.  List  numbers  of  any  other  Title  I  projects  in  the  GNRP  area  that  have 
previously  been  approved  by  HHFA: 


2.  Was  a  Feasibility  Survey,  financed  with  Federal  advance  funds,  undertaken  in  any 
part  of  the  proposed  Project  area?      [      J    Yes  Enter  Survey  number: 

[^]    No 


No. 


[^]   Yes  [      ]  No 

Mass.    R-50 


$ 

^,     Mass . 

No. 

R-24 

Mass  . 

No. 

R-129 

No. 

I.    SUPPORTING  DOCUMENTATION 

The  documentation  submitted  herewith  in  supjxirt  of  this  Application  shall  be  considered  part  of  this  Application. 


J.    EXECUTION  . 

IN  WITNESS  WHEREOF,  the  Applicant  has  caused  this  Application  to  be  executed  on     "Pfll     15, i^/JJ ^  19 . 


Boston  Redevelopment  Authority 


Corporate  Name  ol  Applicant 


J'.tuj'-l'JaL't^u^ 


Sitinaturc 


irector 


Title 


SURVEY  AND  PLANNING  APPLICATION     BINDER  NO. 
PROJECT  NO.  MASS.  R-  SUBMISSION  DATE: 

Kittredge  Square  Urban  Renewal  Area 
Boston  Redeveloument  Authority- 
Boston,  Massachusetts 


FORM  IIUD-6101  CODE  NO.  R-102 


Form  HUD-6101  Urban  Renewal  Data  is  attached. 


F&g«  1  of  2 


Fomi  eppiOTCd 
Bodeet  Bureau  No.  63-R883.8 


Ml 


BOUSING    AND    HOKE     FINANCE    AGENCY 
imBAN  RENEWAL  ADMINISTRATION 

URBAN    RENEWAL   AREA    DATA 
(In  Support  of  Form  H-6100,    Survey  and  Planning  Application) 

(TO   BE    FILLED    IN   BY   BBFA) 

PROJECT    OR    PLAN    NUMBER 

MASS    R- 

LOCALITY 

Boston,    Massachusetts 

DATE    RECEIVED 

IHSTRVCTIONS:      Place    original    and   i    copy    in  Binder   No.    1,     and   one    copy    eoe/i    in    other   Bindert, 

t.     A^<-nmp»nla>    Fn  rra    H_A100    ov>ru««H    fin                                                                              lol«h    r«gitrrf    ta 

Date 

QC]    SUCVEY    *I1D    PLifitilKG    OF    AN    USBtR    REBEWAl    PROJECT              [^  ]]    PtEPtR/.TIOK    OF 

an  epptlcatlon   for   (Checi   one) 

OENERAL    KEieNBORKOOD    RE«EW1L    PL«I 

e.    AREA   NAME   OR   OESIGflATIOH    (From    fore   H-6100) 

Kittredge  Scjuare 


C.   GEKERAL  LCCATIOH  OF  AREA 


Roxbury  District 

Model   City  Sub-area   Two 


Ca«3lESSICKAL  DISTRICT (S) 
IN  5HICH  AREA   IS  SITUATED 

9  th 


COUNTY   ni  VHICH  AREA   IS 
SmiATHJ 

Suffolk 


pRoxiMrry  of  area  to  business  district 

(Cheek    one) 

[^  ]  111  OB  AOJACEKT  TO  CEHTRAL  BUSIRESS  DISTRICT 
QX]  ID  OR  ADJACERT  TO  OUTLYIKO  BUSIItESS  DISTRICT 
Q3  "Of  '"  "R  ADJACENT  TO  BUSIRESS  DISTRICT 


D.  CHARAaER  OF  AREA 
(Cheek   one   beloe) 


^  lUILT  UP 

_  3  PREDOHIKARTLY  OPER 

_  I]  o^'* 

(Cktek    one    belov    unlett    'Area'    it 
'Open") 

PC]    PREDOHItlABTLY    RESIDEITUL 

[^  J   ROT    PREDOHI(IA«TLY    RESIDEITIA. 


E.  PRESEKT  CHARACTER  OF  URBAN   REKEWAL  AREA  AND  CONDITION  OF  BUILDINGS 


ITEM 


ESTIMATED  ACREAGE  IN  AREA  BY 
PRESENT  CHARACTER  OF  LAND 


TOTAL 


IMPROVED 
LAND 


UNIMPROVED 


ESTIMATED  NUMEE^?  A": 

coHomoN  OF  eLML:is:-s 


NUMBER  OF 
BUILDINGS 


rITH    DEFi:  it»: 


NUMBER 


TOTAL 


27.1 


21.0 


6.1 


207 


177 


ca 


1.   Streets,  alleyo,  public  right«-of-way 


5.4 


5.2 


.2 


2.    Residential    (including    related   pablie 
or    temipubt  ie    purpo  tet) 


21.0 


15.1 


5.9 


198 


169 


DC 


3.  Nonresideatial  (including    related 
public    or    temipubl ic    purposes) 


,1 


8 


.e? 


Sources   of   estinates: 


Model   City  -   Boston   Redevelopment  Authority  Land  Use 
and   Building   Condition   Survey,    1968. 


F.  contemplated  new  LAKD  use  (Check   one) 
[X]  PREOOKIRARTLY  RESIDENTIAL  USES 
[]  ^  ROT  PREDOMINANTLY  RESIDENTIAL  USES 


6.  CONTEMPLATED  TREATMENT  OF  AREA 


total 


1,  Clearance  and  redevelopoeo t 


2«  Rehabilitation  and  conservation 


NO.  OF  t:-i: 


71. \    __ 


4.6     __ 


22.5 


M-61C1 


P/ije  2  of   2 

(»-6?) 

K.    ESTIIiAIED  NUMBER   AND  CCNDITIOM  OF  DV'ELLiKG  UMITS 

1.    ESTIriATED  KUM8ER  OF  SITE  OCCUPAKTS 

TOTAL 

*ITH 
DEFICIENCIES 

STANDARD 

TOTAL 

WHITE 

NONWf  nc 

1,    Families 

323 

86 

237 

516 

420 

96 

o.  To  be  displaced 

20    * 

5 

15 

Source;    of   cicita; 

[_2                        HOUSmS    CENSUS         [X]    OTKEd    SOUeCEJ    (Sptcify) 
Year 

Model   city  -   Boston   Redevelooment 
Authority  Land   Use   and   Building 
Condition   Survey,    1968. 

2.    lodividuols 

107 

28 

79 

3,    Business    concerns 

9 

Source    of   estimates: 

Model   City  Field   Survey,    197C 

1. 
3n. 

^Temporarily  for   rehabilitatic 

J.   EKVIRC;;l!EKTAL  DEFICIENCIES 

CONDITION 

DESCRIPTION    OF    EXTENT    TO    WHICH    CONDITION    EXISTS 

(Gilt    touree    of    information.    If    additional    spaet    it    required, 
eoniinut    on    a    plain    theet    and   attach    to    thit    fora.) 

1,    Ovcicrording   or    inproper    locotioa  of 
etructuren    od    the    land 

Yesi    See   attachment 
which  follov7S. 

2.    Exceerlve   dvelling  uoit    density 

Yes  J    See   attachment 

• 

3i    ConveiBions    to    incompatible    types   of 
uses,    cuch    OS    roominghouse s    among 
family    dvelllDgs 

Not  Present. 

4.    Obeoleto   building    types,    such   as    large 
residences    or   other    buildings    which 
through    Jack    of   use   or    maintenance    have 
a   blighting    influence 

Yest    See  attachment 

• 

5.    Detticental    land   uses    or   conditions, 
euch   ae    incompatible    uRen.     Btructureo 
in    mixed   uue.    or   adveisc    influences 
from   noice,     smoke,    or    fumes 

Yes  J    See  attachment 

» 

S,    Unsafe,    congested,    poorly    designed,    or 
othetKise    deficient    slrcets 

Yesi    See   attachment 

t 

7.     Inadequate   public   utilities   or    cod- 
Bunity    fccilities    contributing    to   un- 
Batlsfactory    living    con'Htions   or 
econoe:ic   decline 

• 

Yes  I    See   attachment. 

6.    Other    equally    significcfiit    anvi  roneer,  t  a) 

dc-f  iLic;i!Ci«S 

Not  Present. 

KHLOIt-W«i^"'*C^'*"-    •'     *■ 


SURVEY  AND  PLANNING  APPLICATION     BINDER  NO. 
PROJECT  NO.  MASS.  R-  SUBMISSION  DATE s 

Klttredge  Square  Urban  Renewal  Area 
Boston  RedeveloDTtient  Authority 
Boston,  Massachusetts 


ATTACH>iENT  TO  FORM  HUD-6101         CODE  NO.  R-102 


Form  HUD-6101:  Section  Js  Environmental  Deficiencies. 

The  project  area  contains  many  environmental  deficiencies 
which  include  the  following! 

(1)  Overcrowding  or  improper  location  of  the  structures 
on  the  land. 

Many  residential  and  non-residential  structures  do  not 
meet  standards  set  by  the  city's  zoning  ordinance.  Lot 
areas  and  widths?  usable  open  space;  and  front,  side,  and 
rear  yard  requirements  are  generally  below  code  standards. 
Residential  building  coverage  frequently  is  as  high  as 
80  percent  or  more  than  double  the  percentage  permitted 
by  the  code. 

Source t  Model  City  -  Boston  Redevelopment  Authority  Land 
Use  and  Building  Condition  Survey,  1968. 

(2)  Excessive  Dwelling  Unit  Density. 

Within  parts  of  the  project  area,  such  as  immediately 
surrounding  Kittredge  Square  itself,  a  relatively  heavy_ 
density  has  created  environmental  problems.  Large  families 
have  been  crowded  into  apartment  houses,  and  little  open 
space  is  usable  for  play  and  recreational  needs.  Generally, 
the  predominant  density  comprises  closely  placed  three 
deckers  and  row  houses.  The  predominance  of  large  low- 
income  families  poses  a  challenge  to  the  rehabilitation 
of  the  area  with  sufficient  amenities,  and  at  reasonable 
densities. 

Source:  Model  City  -  Boston  Redevelopment  Authority  Land 
Use  and  Building  Condition  Survey,  1968. 

(3)  obnolete  building  types,  such  as  large  residences  or 
other  buildincTS  which,  through  lack  of  use  and  maintenance, 
have  a  blighting  influence. 

A  number  of  large  single  family  residences  built  during 
the  19th  century  have  been  converted  to  multi-family  use. 
In  their  current  condition  they  are  now  obsolete  and  have 
a  blighting  influence  on  the  area.  Other  old  buildings, 
som.e  three  deckers  and  brick  row  houses,  have  become  vacant. 
Vacant  and  abandoned  buildings  are  a  persistent  problem 


SURVEY  AND  PLANNING  APPLICATION     BINDER  NO. 
PROJECT  NO.  MASS,  R-  SUBMISSION  DATE  J 

Kittredge  Square  Urban  Renewal  Area 
Boston  Redevelopment  Authority- 
Bos  ton »  Massachusetts 

ATTACHMENT  TO  FORM  HUD-6101  (Cont. )   CODE  NO.  R-102 


Form  PIUD-6101!  Section  Jj  Environmental  Deficiencies  (cont.). 

(3) Continued. 

and  one  of  the  inost  hazardous  and  blighting  influences  in 
this  area. 

Sources  Model  City  -  Boston  Redevelopment  Authority  Vacant 
Building  Surveys}  Housing  Inspection  Department;  Building 
Department,  1959-1970, 

(4)  Detrimental  Land  Uses  or  Conditions. 

V?hile  commercial  and  industrial  intrusions  are  not  a  major 
problem,  the  existence  of  large  areas  of  vacant  and  non- 
utilized  land  is  a  serious  detrimental  condition.  Vacant 
lots  are  often  rubble-strewn  and  harbor  rodents  and  other 
blighting  influences  which  tend  to  undermine  the  stability 
of  the  residential  community. 

Source?  Model  City  Vacant  Land  Surveys,  1969-1970. 

( 5 )  Unsafe,  congested,  poorly  designed  or  otherwise  deficient 
.Streets. 

Information  supplied  by  a  1969  Model  City  Survey  of  Existing 
Street  Conditions  indicates  that  the  majority  of  streets 
have  deficiences  of  the  following  types j 

a,  streets  and  sidewalks  in  poor  condition. 

b,  abrupt  changes  in  street  width. 

c,  unsafe  intersections  and  lack  of  street  safety  signals. 

d,  inadequate  provisions  for  parking. 

e«  seriously  inadequate  street  lighting. 

The  Boston  Public  Works  Department  Survey  of  1967  indicated 
that  89  percent  of  the  streets  in  the  project  area  are 
deficient  in  artificial  lighting.  The  absence  of  adequate 
lighting  is  a  great 'source  of  anxiety  among  residents  and 
businessmen  alike.  This  is  a  serious  challenge  in  terms  of 
environmental  amenity  and  safety. 

Source?  Model  City  Street  Survey,  1959;  Boston  Public 
Works  Department  Survey,  1957. 


SUR\n3Y  AND  PLANNING  APPLICATION     BINDER  NO. 
PROJECT  NO.  MASS.  R~  SUBMISSION  DATE i 

Kittredge  Square  Urban  Renewal  Area 
Boston  Redevelopment  Authority 
Boston,  Massachusetts 


ATTACHT-SNT  TO  FORM  HUD-6101  (Cont.  )    CODE  NO.  R-102 


Form  HUD~5101j  Section  J?  Environmental  Deficiencies  (cont.). 

(6)  Inadequate  public  utilities  and  community  facilities 
contributing  to  unsatisfactory  living  conditions  and 
economic  decline. 

a«  Schools;  No  schools  are  located  within  the  small 
pro'ject  area;  however*  immediately  nearby  are  the 
obsolete  elementary  schools  Nathaniel  Hale,  Dudley  and 
Dillav/ay,  all  of  which  were  built  before  1909,  (The 
Dudley  was  built  in  1874  and  the  Dillaway  in  1882.) 
The  nearby  Timilty  Intermediate  School  is  also  seriously 
deficient  in  condition. 

Source!  Model  City  School  Report,  1970. 

b.  Parks  and  Recreation:  Kittredge  Square,  a  small  square 
bounded  by  Highland  and  Cedar  Streets,  is  now  nothing 
more  than  a  glass  and  rubble-stre;«m ,  blacktonnAd  ?-^ea. 
Because  of  insufficient  neighborhood  parking  areas,  this 
square  is  used  to  park  cars.  Abandoned  cars  are  frequently 
found  there.  Linv/ood  Square,  also  in  the  project  area, 

is  a  small  area  which  has  not  been  maintained  and,  as  with 

Kittredge  Square,  has  become  more  of  a  blight  than  an 

amenity.  Generally,  the  project  area   is  seriously  lack- 
ing in  both  active  and  passive  recreational  space. 

Source:  Model  City  Surveys;  Boston  Parks  and  Recreation 
Department,  1970. 

c,  Sev;Grage  and  Water:  Information  supplied  by  engineer- 
ing consultants  indicates  that  sewers  discharge  into  a 
combined  storm  drainage  and  sewer  system.  Overflows 
during  storms  are  potential  contributors  to  severe 
pollution. These  consultants  also  found  that  a  large 
percentage  of  water  mains  16  inch  and  larger  were  laid 
prior  to  1900  and  are  considered  to  have  lost  more  th^'n 
50  percent  of  their  original  carrying  capacity.  There 

is  a  high  incidence  of  main  failures  in  many  areas.  Low 
pressures  and  inadequate  volumes  of  water  have  been 
reported  in  both  high  and  low  service  water  systems  in 
some  parts  of  the  area. 

Source:  Roxbury,  North  Dorchester  GNRP,  1965, 
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The  Kittredge  Square  urban  renewal  project  is  located 
within  the  Roxbury-North  Dorchester  GNRP  in  sub-area 
two  of  the  Boston  Model  City  area.  The  project  area, 
whose  perimeter  boundaries  are  described  in  Exhibit  A, 
was  selected  for  the  following  reasons* 

(1)  The  project  area  qualifies  as  a  blighted  and  deter- 
iorated area  as  defined  in  Section  3-1  of  the  Urban 
Renewal  Manual  and  described  below  under  Code  No,  R-103(l) 

(2)  The  project  area  contains  27.1  acres  and  is  of  a 
reasonable  size  so  that  it  can  be  planned  and  carried 
out  expeditiously, 

(3)  The  project  area  is  so  located  and  its  boundaries 
delineated  to  provide  reasonable  protection  after  renewal. 


a 


«  The  project  area  is  part  of  a  larger  area  for  which 
a  General  Neighborhood  plan  has  been  prepared^ 


he    The  project  area  is  situated  within  the  Boston  Model 
City  area  which  assures  that  a  concerted  effort  at 
total  development  will  take  place  which  will  provide 
a  beneficial  influence  on  the  project. 

Ce  The  project  area  is  situated  within  a  Certified  Area 
which  will  assist  in  up-grading  surrounding  areas 
and  will  have  a  beneficial  influence  on  the  project. 

d.  There  is  ample  evidence  on  the  part  of  community 
service  agencies  and  sponsors  to  engage  in  the 
physical  and  economic  development  of  the  area. 

(4)  Boundaries  of  the  project  area  have  been  determined 
without  consideration  of  the  race,  creed,  color  or  national 
origin  of  the  residents. 


Minority  Group  Consid.erations 

(1)  There  shall  not  be  any  discrimination  on  the  basis  of 
race,  color,  creed  or  national  origin  in  connection  with: 

a.  any  project  activity  carried  out  by  the  LPA ; 

b,  the  sale,  lease  or  rental,  or  use  or  occuoancy  of 
any  oroject  land  or  improvements  erected  thereon;  or 
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Minority  Group  Considerations  (Cont. ) 

Co  operation  and  use  of  any  public  facility,  educational 
institution  or  hospital  generating  a  noncash  grant- 
in-aid  credit. 

(2)  The  project  will  contribute  to  furthering  equal 
opportunity  in  housing  in  the  community. 

(3)  The  project  will  result  in  an  increase  in  the  supply 
of  dwellings  available  to  minority  group  families  through 
providing  a  net  increase  of  approximately  60   standard  low- 
and  moderate-income  housing  units  in  the  project  area 
through  new  construction  alone. 

(4)  Representative  minority  group  leadership  has  been 
consulted  and  participated  in  the  selection  and  plannino 
of  the  project.  (See  Code  No.  R-103(7)  and  R-117  for 
further  details.) 

Coordination  With  Highway  Programs 

The  selection  of  the  project  area  has  been  checked  with 
plans  for  state  and  federally  aided  highways  and  it  has 
been  determined  that  no  highway  construction  is  underway 
or  planned  which  would  affect  either  the  project  boundaries 
or  the  planning  or  execution  of  the  project.  (See  Exhibit  C: 
Map  2  for  further  details  on  the  location  of  existing  and 
proposed  highways.) 

Eligibility  of  Renewal  Area 

The  proposed  Kittredge  Square  renewal  project  area  meets 
Federal,  State  and  local  eligibility  requirements,  as 
amended  to  date. 

^^J  The  project  area  .contains  deficiencies  to  a  degree  and 

extent  that  public  action  is  necessary  to  eliminate ~aiTd 

prevent  the  dovelopmenF  or  spread  of  deterioration  arid~blicTht. 

The  project  area  is  occupied  by  207  buildings  of  which  177 
?S  f^n^''^''?^  contain  one  or  more  building  deficiencies 
(H-6101  •-■•)   This  estimate  is  based  on  an  exterior  inspec- 
InT^lLllltlTcl]    '^'^'^"^  condition,  structural  stabili^y^ 
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Eligibility  of  Renewal  Area  (cent.) 

The  project  contains  6  environmental  deficiencies.  The 
extent  and  nature  of  these  conditions  is  indicated  in 
(H-5101  "J"). 

(2)  Distribution  of  Deficiencies. 

Both  building  and  environmental  deficiencies  necessary  to 
establish  eligibility  of  the  project  are  distributed 
generally  throughout  the  entire  area.  The  general  distribu- 
tion of  blight  and  deterioration  within  the  project  area 
is  shown  on  Exhibit  Bi  V.ap   Is  Map  of  Building  Condition. 
All  parts  included  in  the  project  area  are  necessary  to 
bring  the  project  area  to  a  sound  boundary  and  also  to  meet 
the  distribution-of-deficiencies  test. 

(3)  Character  of  the  Area;  Predominantly  residential  and 
built-up;  Proposed  use  predominantly  residential. 

The  character  of  the  area  is  predominantly  residential  and 
built-up.  The  total  area  of  the  Kittredge  Square  area  is 
27,1  acres,  of  which  15,1  acres,  exclusive  of  land  used 
for  streets,  alleys  or  public  rights-of-way,  consists  of 
improved  parcels  occupied  by  predominantly  residential 
uses.  Some  5,9  acres  of  land  is  unimproved  land,  which 
based  on  surrounding  usage  was  determined  to  be  residential 
in  character.  The  total  improved  and  unimproved  land  in 
residential  use  is  21.0  acres  or  77.4  percent  of  the  project 
area  exclusive  of  streets,  alleys  or  public  rights-of-way. 
The  total  acreage  of  improved  land  is  21.0  acres,  includ- 
ing 5.2  acres  of  streets,  alleys  and  public  rights-of-way, 
15,1  residential  and  0.7  non-residential  uses. 

(4)  The  Area  is  Substandard  and  Decadent. 

The  project  area  has  been  found  to  be  detrimental  to  safety 
health  and  morals;  177  residential  and  non-residential 
structures  or  86  percent  of  the  total  buildings  in  the  area 
are  physically  dilapidated  and  deteriorating  or  deteriorated, 
obsolete  and  in  need  of  major  maintenance  or  repair.  Further, 
a  substantial  number  of  properties  in  the  project  area  are 
tax  foreclosed  and  constitute  an  economic  liability  to  the 
city.  In  addition,  the  project  area  contains  6  environmental 
deficiencies. (See  form  H-6101  "J"  for  further  details.) 
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(4)  The  Area  is  Substandard  and  Decadent  (cont. ) 

Under  such  existing  conditions  it  is  imorobable  that  the 
area  will  be  redevelooed  or  substantially  imoroved  by  the 
ordinary  ooerations  of  the  private  market,  because 
substantial  changes  in  the  environmental  conditions  are 
essential  to  remedy  the  above  combination  of  detrimental 
conditions. 


Treatment  of  Urban  Renewal  Area 

The  Kittredge  Square  renewal  project  area  contains  27.1 
acres  of  which  4.6  acres  are  proposed  for  clearance  and 
redevelopment.  Approximately  95  percent  of  the  land  proposed 
for  clearance  and  redevelopment  is  vacant  land.  Buildings 
proposed  for  clearance  and  redevelopment  are  structurally 
substandard  to  a  degree  requiring  clearance.  Sections  of 
*-he  prcj^'^t   area  not  piopoFed  for  clearance  and  redc-v-elcp- 
ment  have  been  designated  for  conservation  and  rehabilita- 
tion treatment. 


Relation  to  National  Renewal  Goals 

(1)  The  project  area  is  consistent  with  National  priorities 
for  the  use  of  urban  renewal  capital  grant  funds.  The  over- 
riding objective  of  the  proposed  project  is  to  increase 
the  supply  of  low  and  moc3erate  income  housing  through: 

a.  the  develooment  of  aoproximately  60  units  of  low- 
and  moderate-income  housing  on  land  here-to-fore 
undeveloped  as  a  result  of  site  preparation  problems; 

b.  the  construction  of  new  "infill"  housing  units  on 
vacant  land  or  sites  made  available  through  the 
demolition  of  vacant  structures  not  suitable  for 
rehabilitation  j 

* 

c.  the  rehabilitation  of  existing  residential  structures 
where  feasible. 

Every  effort  will  be  made  to  increase  the  opportunities 
for  home  ownership  for  low-  and  moderate-income  families. 
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Relation  to  National  Renewal  Goals  (cont. ) 

(2)  This  project  area  contains  substantial  tracts  of  vacant, 
potentially  develooable  land  which  will  permit  maximum 
utilization  of  limited  program  funds,  and  will  make  the 
greatest  possible  improvement  in  the  area. 

(3)  The  Boston  Redevelopment  Authority  recognizes  its 
obligation  to  carry  out  the  requirements  of  Section  512 
of  the  Housing  and  Urban  Development  Act  of  1968  which 
req[uires  that: 

a,  a  majority  of  housing  units  provided  in  the  total 

of  Boston's  predominantly  residential  reuse  projects 
approved  after  August  2,  196B  be  standard  units  for 
low-  and  moderate-income  families  or  individuals  and| 

b,  at  least  20  percent  of  the  new  housing  'constructed 
will  be  for  low-income  families  or  individuals. 

Housing  for  low-and  moderate-income  families  or  individuals 
will  be  provided  through  the  utilization  of  all  available 
Federal,  State  and  local  resources  including:  rent  suoole- 
ment,  leased  housing,  235  and  236  and  other  available  orograms, 

Relation  to  City  of.  Boston's  Renewal  Goals 

The  proposed  oroject  is  in  conformity  with  the  renewal 
objectives  of  the  City  of  Boston  as  expressed  in  the  latest 
Workable  Program  for  Community  Improvement.  The  renewal 
objectives  specifically  addressed  are: 

(1)  Providing  decent  housing  at  reasonable  rents  to  low- 
and  moderate-  income  families  in  the  City  of  Boston. 

(2)  Eliminating  obsolete,  incompatible  and  deteriorating 
buildings  which  depress  the  physical  condition  and  character 
of  the  area  and  contribute  to  the  growth  of  blight. 

(3)  Providing  the  services  and  assistance  that  will  enable 
significant  numbers  of  local  homeowners  to  imorove  their 
property;  and  to  assist  developers  in  assembling  viable 
development  projects. 
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Model  City  Renewal  Goals 

During  the  oreparation  of  the  Model  City  Application,  overall 
goals  for  the  development  of  Model  City  areas  were  formulat- 
ed and  subsequently  accented  by  the  community.  They  will 
continue  to  serve  as  the  framework  for  the  renewal  of  the 
area.  These  goals  are  summarized  below: 

The  central  objective  of  the  physical  component  of  Boston's 
Model  City  Program  is  to  rehabilitate  the  neighborhood  in 
a  manner  that  is  maximally  consonant  with  both  the  perceived 
needs  and  the  exnressed  desires  of  the  community.  For  this 
to  be  truly  achieved,  the  follov/ing  elements  are  essentials 

(1)  maximum  feasible  control  of  planning  and  development 
by  the  community. 

(2)  Channeling  of  the  economic  and  employment  benefits 
resulting  from  a  physical  program  to  the  people  and  businesses 
in  the  community. 

(3)  Training  of  community  people  for  all  levels  of  manage- 
ment and  occupational  expertise  entailed  in  physical  devel- 
opment operation. 

(4)  Provision  of  housing  at  reasonable  cost  to  residents 
(regardless  of  income  level)  which  is  standard,  satisfactory 
in  size  and  location,  and  reflects  the  tenure  desires  of 
the  people  in  the  community. 

(5)  Development  of   a  construction  and  rehabilitation  opera- 
tion of  sufficiently  large  scale  to  meet  the  housing  needs 
of  the  community  within  a  time  period  reflecting  the 
urgency  of  the  housing  problem. 
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Exhibit  Cj  Map  2i  Map  of  Locality,  which  identifies: 

(1)  City  Limits. 

(2)  Boundaries  of  the  urban  renewal  area. 

(3)  Location  of  other  Title  I  activities, 

(4)  Major  thoroughfares  (existing,  under  construction  and 
planned),  with  indication  of  whether  Federal  aid  is 
involved. 
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Exhibit  Df  Map  3?  Map  of  Land  Uses,  which  identifies! 

(1)  Boundaries  of  urban  renewal  area. 

(2)  Generalized  existing  land  use  of  renewal  area  and 
the  vacinity. 

(3)  Major  thoroughfares  (existing,  under  construction 
and  planned)  and  indication  of  whether  Federal  aid 
is  being  or  will  be  received  for  planning  or 
construction. 
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TOPOGRAPHY,  SUBSOIL  AND  FLOODING    CODE  NO.  R-103(4) 

^^^  ^""^soil  conditions  a  The  orpsenrp  nf   -F-iM    *:^        ^  •> -, 
Sites.  Ledge  outcroppings  are  present  in  most  r.€   tZl    i      x> 

(3)  Flooaina,  Ths  project  are^  ie  not  subject  to  flooding. 
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SPECIAL  ELIGIBILITY  CATEGORIES      CODS  NO.  R-103(5) 


Not  applicable. 
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CONSULTATION  WITH  MINORITY  GROUPS   CODE  NO.  R-103(6) 


This  aoplication  has  been  prepared  in  consultation  with 
the  Model  Neighborhood  Board,  which  represents  the 
citizens  of  the  Model  City  Area.  The  Board  consists  of 
eighteen  (18)  elected  representatives,  twelve  (12)  of 
whom  are  members  of  minority  groups.  General  project 
boundaries  and  the  major  target  areas  for  redevelopment 
of  the  Survey  and  Planning  area  were  discussed  and  approved 
by  the  Sub-area  Two  Housing  Committee  as  well  as  the 
Model  City  Housing  Milestone  Committee.  (Section  R-117 
on  Citizen  Participation  provides  further  details  on  the 
Model  Neighborhood  structure  and  process  which  insures 
meaningful  community  representation. )  The  final  draft 
of  this  application  VTas  reviewed  and  approved  by  the 
Model  Neighborhood  Board. 
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REPORT  ON  CITIZEN  PARTICIPATION     CODE  NO.  R-117 


The  Kittredge  Square  Urban  Renewal  Project  is  located 
within  an  approved  Kodel  City  Area.  Persuant  to  RHA  7217 ol. 
Chapter  5,  Section  2  of  the  Urban  Renewal  Manual,  PAC 
requirements  do  not  apply  to  urban  renev/al  projects  in 
model  neighborhoods  under  the  Model  City  Program.  The 
structure  and  process  discribed  below  conforms  to  the 
Model  City  guidelines  and  performance  standards  for 
citizen  participation. 

'  The  Model  Neighborhood  Board  is  the  policy  making  organ 
of  the  Model  City  Agency  (Demonstration  Agency).  It  may 
initiate  and  does  review  and  approve  all  plans  and  programs 
undertaken  by  the  Agency.  The  Board  consists  of  18  members, 
3  representing  each  sub-area  of  the  Model  Neighborhood 
area,  and  these  members  are  elected  every  two  years.  The 
Board  is  organized  into  7  Milestone  Policy  Committees  as 
follows  J  Business,  Employment,  Recreation,  Education, 
Legal  Services,  Health  and  Welfare,  City  Services  and 
Housing.  liach  committee  consists  of  a  chairmaa  ancl  co- 
chairman  designated  by  the  Chairman  of  the  Board,  and  6 
sub-area  delegates,  one  from  each  sub-area  in  the  Model 
Neighborhood.  Each  Milestone  Policy  Coirimittee  is  responsible 
to  the  Board  for  planning,  recommendations  and  policy 
review  on  matters  falling  within  its  jurisdiction. 

The  Board  maintains  continuous  contact  with  the  residents 
of  the  Model  Neighborhood  to  obtain  the  benefit  of  their 
ideas,  suggestions,  criticisms  and  complaints.  There  are 
In  operation  in  each  sub-area  Milestone  Committees  made-up 
of  sub-area  residents  paralleling  those  of  the  Board.  These 
sub-area  committees  consider  matters  concerning  the  sub- 
area  within  their  jurisdiction,  and  communicate  their 
views  to  theBoard.  Each  sub-area  Milestone  Committee 
designates  the  delegate  from  its  sub-area  to  the  corres- 
ponding Board  Milestone  Policy  Committee.  Community 
participation  staff  is  provided  for  the  Board  and  sub- 
areas  to  see  that  there  are  free  channels  of  communica- 
tion between  the  Board  and  the  community. 

The  community  particioation  orocess  described  above  is 
complex  and  often  time  consuming.  Kov;ever,  it  is  this  orocess 
which  insures  that  the  informed  views  and  ideas  of  the 
community  can  be  brought  to  bear  continuously  on  the  policy 
making  process  and,  in  oarticular,  that  all  residents  are 
encouraged  to  participate  in  the  development  of  the 
community. 
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ESTIMATE  OF  FEDERAL  GRANT  REQUIREMENTS  CODE   NO.   R-121 

Item  1  of  Gross  Project  Cost 

Survey  and  Planning  $107,000 

Administration  200,000 

Real  Estate  Purchases  &  Expenses  192,000 

Property  Management  15,000 

Demolition  54,000 

Site  and  Project  Improvements  425,000 

Interest  225,000 

Other  Expenses  100,000 

Total  Item  1  $1,318,000 

Item  2  of  Gross  Project  Cost  0 

Gross  Project  Cost  $1,318,000 

Proceedo  frcu^  Project  Land  30, COO 

Net  Project  Cost  $1,288,000 

Minimum  Local  Grants -In-Aid  Required 

for  this  project  (project  is  to  be  0 

pooled  with  projects  having  excess 
local  share.) 

Project  Capital  Grant  $1,288,000 

Relocation  Grant  12,000 

Rehabilitation  Grant  80,000 

Total  Federal  Capital  Grant  $1,380,000 


Klttredge  Square  /  R-121 


SURVEY  AND  PLANNING  APPLICATION     BINDER  NO. 
PROvTECT  NO.  MASS.  R.-  SUBMISSION  DATE  i 

Kittredge  Sqiiare  Urban  Renewal  Area 
Boston  Redevelopment  Authority- 
Boston ,  Massachusetts 


FORM  HUD-627  CODE  NO,  R-131 


Form  HUD-627,  Sur\'ey  and  Planning  Budget  is  attached, 


SURVEY  AND  PLANNING  APPLICATION 
PROJECT  NO.  MASS.  R- 


Kittredge  Square  Urban  Renewal  Area 
Boston  Redevelopment  Authority 
Boston,  Massachusetts 


NARRATIVE  STATEMENT  IN  SUPPORT  OF 
BUDGET  ESTIMATES 


CODE  NO.  R-134 


Survey  and  Planning  expenses  will  be  borne  in  part  by  the  Boston 
Redevelopment  Authority  and  the  Model  Cities  Administration  of  the 
City  of  Boston.   Expenditures  to  be  charged  to  the  Boston  Redevelopment 
Authority  are  estimated  as  follows; 

lo   Administration 

Direct  Salaries 
Project  Director  ($17,000/annum  for  k   yr. 
Asst.  Project  Director  ($12,000/annum 


for  %  yr.) 
Secretarial  ($7500/annum  for  ^   yr.) 
Engineer  ($14, 000/annum  for  1/S  yr.) 
Attorney  ($12, 000/annum  for  1/8  yr.) 
Architect  ($13, 000/annum  for  1/8  yr.) 
Planner  ($13, 000/annum  for  1/8  yr.) 
Subtotal 

13%  Fringe  Benefits 
Total  Direct  Salaries 
Indirect  Salaries  @  60% 
Total  Salaries 
Other  Administrative  Expense 
Total  Administrative  Expense 


)   $4250 
3000 

1750 

17  5C 

1500 

1625 

1625 

$15,250 

1980 

$17,230 

10,340 

27,570 

2,430 


$30,000 


2,  Survey  and  Planning 

$10,000  is  requested  for  engineering  inventory  and 
project  improvements  report. 

Total  Request:  $10,000 

3.  Land  Surveys  and  Appraisals 

First  Acquisition  Appraisals 

80  parcels  @   $200  $16,000 

Second  Acquisition  Appraisals     16,000 
Title  search  8,000 

Total  Request  .'  .  $40,000 

* 
?.   Reserve  and  Contingencies  . 

calculated  at  25% 
Total  Request  $20,000 

9e  project  Inspection  Fee 

-      calculated  in  accordance  with  RHA  7218.1,  Chapter  1: 
$4000  plus  .002  X  $3^380/D00  =  $6760 

Total  Request  $6,760 


CApiroL  7-1030  Res.  OXford  6-JD3g 

OXroaD  6-6067 


John  C.  Cont^tsy 

attorney  at  law 

Suite  426 

73  Tremont  St..  Boston.  Mass.  02108 

I,    the  undersigned,    DO  HEREBY  CERTIFY  that  I  am  the  duly  appointed 
and  acting  attorney    at  law  for  the  Local  Public  Agency  named  in  the  Applica- 
tion to  which  this  opinion  appertains;  that  I  have  been  authorized  to   submit  the 
foregoing  Legal  Information  in  behalf  of  said  Local  Public  Agency;  and  that 
such  Legal  Information  is  true  and  correct  to  the  best  of  my  knowledge  and 
information. 

I  have  reviewed  such  Application  dated  April    1^  ,1970, 

and  approved  by  the  Local  Public  Agency  on  April    2  ,  1970, 

including  particularly  the  data  and  information  relating  to  (a)  tlie  size  and 
character  of  the  proposed  urban  renewal  area,    (b)  the  proposed  project  for 
which  surveys  and  plans  are  to  be  prepared,    (c )  the  activities  to  be  under- 
taken by  the  Local  Public  Agency  in  surveying  and  planning  the  proposed 
project,    and  (d)  the  proposed  method  of  financiaig  the  project, 

I  am  of  the  opinion  that  the  Local  Public  Agency  has  been  legally 
created  and  is  a  duly  organized  and  acting  public  body  having  the  legal  power 
to  uriJcjrtakc,    fl^iiance,    and  carry  ouL  the  surveying  and  plaixning  work  described 
in  such  Application  for  which  it  seeks  an  Advance  of  funds   (or  other 
Federal  aid)  under  Title  I  of  tlie  Housing  Act  of  1949,    as  amended. 

I  am  of  the  furtlier  opinion,    on  the  basis  of  the  data  and  ijiformation  sub- 
mitted in  support  of  the  Application: 

(a)  that  the  proposed  urban  renewal  area  is  a  slum,    blighted, 
deteriorated,    or  deteriorating  area  witliin  the  meaning  of  such 
Federal  law  and  that  it  meets  the  requirements  of  State  law,    particu- 
larly Section  1  of  Chapter  121B,    General  Laws  of  Massachusetts 
(Ter,    Ed.  ),    for  undertaking  the  proposed  urban  renewal  project;  and 

(b)  that  such  portion  of  the  urban  renewal  area  v/hich  is  proposed 
for  slum  clearance  and  redevelopment  is 

(     )    clearly  predomiaiantly  residential  in  character. 

(     )    not  clearly  predominantly  residential  in  character 

(     )    not  predominantly  residential  in  character  but  containing 
a  substantial  number  of  slum  or  blighted  dwellings. 

Dated  this    ^^^^Jlay  of  April,    1970. 

John  C.    Conley 


JLe  ^n&^ 


LEGAL    INFORMATIOK   REPORT  FOR  URBAN   RENEWAL  PROJECT 
PART    I    -  SLUM  CLEARANCE  AND  REDEVELOPMENT  ACTIVITIES 

A.  Name,  Or£,anization,    and  Territorial  Jurisdiction  of  Local  Public  Agency. 

1.  (a)  The  legal   con^orate  name  of  the  Local  Public  Agency  identified  in  the  Application  dated 

April  1^ 19  70,  is: 

Boston  Redevelopment  Authority 

(b)   The  citations  of  law  respecting  such  name  are  as  follows: 

Chapter   121B,    General    Laws   of  .Massachusetts    (Ter.    Ed.), 
(recodification    of  Chapter  121,    General  Laws  of  Massachusetts 
(Ter.    Ed.  ),    as  amended),    Section  4 

2.  The  Local  Public  Agency  was  organized  on  thp    Ath         day  of         October ,  19__5Z  , 

under  the  following  laws: 

Chapter  150   of   the   Acts   of   1957 

Constitutional,    statutory,    and  charter  provisions: 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter,  Ed,) 


3.      (a)   Does  the  Local  Public  Agency  have  a  special  charter?  [[J  Yes  p.^  No 

<-)   If  tlie  Local  Public  Agency  has  a  charter,    submit  with   the  Application  a  Cu...pl^ta  copy  of 
the  charter,    with  all   ajnendments  to  the  date  of  such  Application,    duly  certified  by  the 
officer  having  custodj'  of  the  official   records  of  the  Local  Public  Agency,    specifying 
herein  the  date  of  the  latest  ajuendment  of  the  charter- 

Not   applicable 


4.  (a)  Has  the  Local  Public  Agency  adopted  by-laws,    rules,    or  regulations  for  the  conduct  of 

its  affairs?  [X]  Yes  [  J  No 

(b)   If  the  answer  to  the  foregoing  question  is  "Yes",    submit  with  the  Application  a  copy  of 
such  by-laws,    rules,    or  regulations,    with  all   amendments  to  the  date  of  the  Application, 
duly  certified  by  the  officer  having  custody  of  the  official   records  of  the  Ixical  Public 
Agency,    specifying  herein  the  date  of  the  latest  amendment  of  such  by-laws,    rules,    or 
regulations:      (Omit  this  item  if  the  requested  data  are  included  within  the  organization 
transcript  heretofore  submitted  or  which  is  submitted  herewith  in  accordance  with  the 
requirements  of  Section  G,    Paragraph  3,    below.)  By-laws    subinltted    tO    UKA    In 

1957.      Certified    copies   of   all    subsequent    changes    have 
been    subn]itted.         19 

5.  (a)   Is  the  proposed  urban   renewal   area  described  in   the  Application  located  wholly  within 

the  authorized  territorial  jurisdiction  of  the  Local  Public  Agency?  [_X]  Yes  [  J  No 

(b)    If  the  answer  is  "No",    include  explanation. 


B.   General  Poxcer. 

1.  Is  the  Local  Public  Agency  empowered  to  plan,    to  undertake  and  carry  out,    and  to   finance  aa 
urban  renewal  project  involving  slum  clearance  and  redevelopment  for  which  financial   aid  1:2- 
der  Title  I  of  the  above  cited  Federal  law  may  be  provided?  [y^  Yes  Q3  ''"O 

2.  If  the  answer  to  the  foregoing  question  is  "Yes",    cite  in  general   the  enabling  leclslaticn, 
constitutional  provisions,    court  opinions,    and  other  laws  upon  which  you  base  your  conclusic: 

Citations:      Chapter   121B,    General    Laws    of   Massachusetts    (Ter.    2d.;; 

PaT)adinig'^^?^§g^^^?llJg^HoSfiA^^Quthority.    331   /.ass.    627; 
McAulif fe    i   Bur.-ve   v.    i^oston   Housing   Autnority,    33^^  Mass.    25 


C.  Specific  Poioers. 

1.     Is  a  public  hearing  required  by  State  or  local  law  in  connection  with  any  phase  of  the  rr>- 
posed  urban  renewal  project?  [Xj  Yes  CD  ^ 

(a)  Citations:  Cnapter   121B,    General   Laws    of   Massachusetts    (Ter.    Zc . 

Sections   1,  4?,    48 

Moskovr  V.  Boston  Redevopitient  Authority,  349  Mass.  553. 

(b)  Remarks:  An  LPA  public  hearing  is  prerequisite  to  early  la: 
acquiation  pursuant  to  said  Section  47.  Section  48  require; 
a  public  hearing  relative  to  the  urban  renevml  plan  only 

3(k!x:xS£K^-s;  before  the  City  Council.   The  Department  of  Commur/iwT 
Affairs  may  hold  a  public  hearing  upon  any  urban  renevral 
plan  submitted  to  it  and  shall  hold  a  public  hearing  if 
requested  to  do  so  in  writing  by  the  Mayor,  the  City 
Council  or  25  or  more  taxable  inhabitants  of  the  City. 


Has  a  public  hearing  been  held  in  connection  with  any  phase  of  the  proposed  urban  renewal 
project: 

(a)  As  and  if  reqoiired  by  State  or  local  law?  [x]  Yes  \^1  So 

(b)  As  contemplated  by  Section  105(d)   of  Title  I  of  the  above  cited  Federal   las-? 

W  Yes  [  ]  No 

Does  the  law  require  that  any  determination,    finding,    review,    approval,    or  other  action  := 
made  or  had  at  the  local  level,    or  by  some  other  public  bod^-  or  official,    before  the  Local 
Public  Agency  may  undertake  or  carry  cut  ary  necessary  action  pertaining  to  or  arj.-  piase  oi 
the  proposed  urban  renewal  project?  [j<Q  Yes  Cj  ^ 

(a)  Citations:  chaoter  121B,  General  Laws  of  Massachusetts  (Ter.  Zz 
Sections  1,  11,  19,  -^6,  47,  48 

Chapter  49,  Acts  of  1933 

(b)  Remarlcs;   Early  land  activities  and  urban  renewal  plans 
require  LPA  fin(ilnF;s  and  determinations  and  an  urban  renev=: 
plan  requires  findings  and  determinations  and  approval  by 

ili*}>:?f^c?-t:-}<jt5*  the  Department  of  Community  Affairs.   Early  Ir.ni 
activities  require  the  consent  of  the  Department  of 
Community  Affairs  and  the  City  Council  with  approval 
by  the  Mayor. 


C.  Specific  Powers  (Continued) 

4.      ffhat  phases  of  the  proposed  urbtui  renewal  project  or  what  functions  of  the  Local  Public 
Agency,    generally  or  In  respect  to  the  project,    will  be  or  are  required  by  law  to  be  per- 
formed by  the  State,    the  Municipality,    or  by  any  other  public  bod.v  or  public  official   (other 
than  the  Local  Public  Agency)? 

See  answer  to  C.    3 

(a)  Explain  fully:  All  phases  of  the  project  preparatory  to  redevelop 
ment  can  and  will  be  performed  by  the  LPA  except  that  public  roadv^ 
and  related  project  improvements  will  be  constructed  by  either  the  Mass 


ties  Department. 

(b)      Citations:     Chapter  121B,    Gene  ral  Laws  of  Massachusetts  (Ifer.    Ed.) 
Sections  14    19.  20.  22,  23,  24,  50 
Chapter  642  of  tlie  Acts  of  1966 

5.  (a)     Is  there  any  litigation  pending,   or  threatened,    or  deemed  necessary,    affecting  any  nec- 

essary action  pertaining  to  or  any  power  or  authority  of  the  Local  Public  Agency  to 
undertake  and  carry  out  or  to  finance  the  proposed  urban  renewal  project  or  any  phase 
th^^^^f?  []Yes  p]  No 

(b)     If  the  answer  to  the  foregoing  question  is  "Yes",    give  a  statement  of  details  respect- 
ing the  nature  of  such  litigation;    and  attach  a  copy  of  the  pleadings.    If  any. 

Not   applicable 
statement  of  details  and  copy  of  pleadings  attached:  [1  Yes 

6.  (a)     Does  the  Local  Public  Agency,    the  Municipality,   or  other  public  body  have  the  authority 

to  prepare  a  general  or  master  plan  for  the  development  of  the  locality  as  a  whole  in 
which  the  urban  renewal  area  is  located?  [x]  Yes  fl  No 

Citations: 

Chapter  41,  General  Laws  of  Massachusetts  (Ter.  3d.) 
as  amended,  Sections  70,  71;  Chapter  652,  Acts 
of  I960 

(b)  If  the  answer  to  the  foregoing  question  is  "Yes",    Identify  the  local  public  body. 

Boston  Redevelopment  Authority 

(c)  Does  the  Municipality  have  the  authority  to  prepare  md  present  to  the  Housing  and  Ko=e 

Finance  Agency  a  "Woricable  Program"  as  described  in  Section  101(c)   of  Title  I  of  the 

above  cited^  Federal   law?  Initial    "Workable  [j^  Yes  [  ]  .No 

Pro^jram"  suboiitted   in    1957, 
Citations: 

Chapter   41,    General   Laws    of  Massachusetts    (Ter.    Ed.) 
as   amended,    Section   70;    Chapter   652,    Acts    of    I960. 

7.      (a)     Is  there  adequate  legal   authority  for  the  preparation  ajid  approval  of  an  official  urban 
renewal  plan  which  can  meet  the  requirements  of  Section   110(b)  of  Title  T  of  the  above 
cited  Federal  law?         .  ^^  Yes  ^  j  ^^ 

Citations:      chapter   1213,    General    Laws    of   Massachusetts    (Ter.    Z:. 


-   3  - 


C.   Specific  Pouers   (Continued) 

7.      (b)     Is  there  adequate  legal   authority  for  the  preparation  and  approval  of  an  official   rede- 
velopment plan   for  each  portion  of  the  urban   renewal  area  proposed  to  be  acquired  and 
redeveloped,    in  accordance  with  the  requirements  of  Title  I  of  the  above  cited  Federal 
law?  P9  Yes  []  No 

Citations:     Chapter   121B,    General   Lavjs   of   Massachusetts    (Ter.    2d. 
Sections   1,    9,    4,    46,    11 


8.      Is  adequate  authority  vested  under  State  and  local   laws  to  permit  the  fulfillment  of  the  re- 
quirements which  are  imposed  by  or  must  be  imposed  pursuant  to  Title  I  of  the  above  cited 
Federal  law  upon  Local  Public  Agencies  receiving  financial   assistance  thereunder,    with  re- 
spect to: 

(a)     The  relocation  of  families  displaced  from  the  urban  renewal   area 

(Section  105(c)  of  said  Title  I)?  [X]  yes  []  No 

Citations:       Chapter     121B,    General  Laws  of  Massachusetts   (Ter.    Ed.), 
Sections  1,    11,    20(3),    46,    53,    56 


(b)     Salarj',    wage,    and  labor  standards  (Section  109  of  said  Title  I)?       [X]  Yes  L3  ^° 

Citations: 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Sd,), 
Sections  1,  11,  12,  A6 

Coramiss loner  of  Labor  &  Industries  v.  Boston  Housing  Authorl 
345  Mass.  405. 


9.      Is  adequate  authority  vested  under  State  and  local   laws  to  permit  the  provision  of  cash  or 
non-cash  local  grants-in-aid  as  defined  in  said  Title  I?  QXj  Yes  [_^  No 

(a)     Indicate  the  contemplated  sources  of  the  local   grants-in-aid  for  the  proposed  project, 
i.e.,    the  municipality,    Lx)cal  Public  Agency,    some  other  agency,    etc. 
City    of    Boston,    Coai:aonv,'ealth   of   Massachusetts 


(b)     Citations  to  authority  of  each  contemplated  source  of  local   grants-in-aid: 

Chapter   121B,    General    Laws    of   Massachusetts    (T£?r.    Sa .  ) 
Sections    11,19,20,23,24,46 


(c)     Remarks: 


4  - 


C.   Specific  Powers   (Continued) 

10.      Does  aio  provision  of  State  or  local  law  restrict  the  right  of  the  Local  Public  Agency  to 
dispose  of  land  acquired  for  redevelopment  purposes  or  prescribe  the  rr,cthods  or  irpose  ccr 
dltions  upon  lajid  disposal?  PJ  Yes  C  J  f**' 

(a)     Citations: 

Chapter   121B,    General   Laws   of  Massachusetts    iTer,    Ed.) 
Section   '=+y 


(b)     Remarks: 


D.   Urban  Renewal  Area  --  Legal  Eligibility  and  Qualification. 

1.      Basing  your  judgment  upon  data  and  inforraatlon  in  and  submitted  in  support  of  the  Applica- 
tion,   is  the  proposed  urban  renewal  area  legally  eligible  and  legally  qualified  ur.dev  State 
and  local  law  as  the  area  of  and  for  an  urban  renewal  project: 

(a)     With  respect  to  the  size  of  the  urban  renewal   area?  [^  ^  Yes  [_J  No 

Citations: 

Chapter   121B,    General   Laws   of  Massachusetts    (Ter.    Sd . ) 
Sections   1,    9,    11,    ^6 


(b)     With  respect  to  the  conditions  of  slum,   blight,   or  deterioration  existing  in  the  urb= 
renewal  area?  [  J  Yes  [  ]]  No 

Citations: 

Chapter   1213,    General   Laws   of  Massachusetts    (Ter.    Ed.) 
Sections    1,    9,    11,    46 


(c)     With  respect  to  other  specific  qualification  requirements  pertinent  to  the  urban  reze*^: 
area,    specifying  thera,    imposed  by  law?  (]x]  Yes  [  J  No 

(1)     Identification  of  other  specific  qualification  requirements: 

The  project  vrould  not  by  private  enterprise  alone  and 
without  either  p;overnrnent  subsidy  or  the  exercise  of 
governmental  povrers  be  made  available  for  urban  renewal, 
the  project  will  afford  maximum:  opportunity  to  privately 
financed  urban  renewal  consistent  with  the  sound  needs  :f 

(Zycjigi^ait'iona::  locality  as  a  whole,  the  relocation  plan  has  ceer. 
approved,  and  the  plan  conforms  to  the  general  plan  for 
the  municipality  as  a  whole. 

(2)  Citations;   Chapter  IPIB,  General  Laws  of  Massachusetts 
(Ter.  Ed.),  Sections  1,  43 
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D.   Urban  Renewal  Area  --  Legal  Eligibility  and  Qualification  (Continued) 

2.      tosJne  your  JudLTucnt  upon  data  and  infonnation  In  and  submitted  in  support  of  tlic  Applica- 
tion,   with  respect  to  each  such  portion  of  the  urban  renewal  area  as  is  proposed  in   said  Ap- 
plication as  the  area  of  slum  clearance  aiid  redevelopment  activities,    is  each  such  portion 
(herein  called  a  "redevelopment  area")   legally  eligible  and  legally  qualified  under  State 
and  local   laws  from  the  standpoint  of: 

(a)     The  size  of  each  such  redevelopment  area?  [x]  Yes  C  3  f^o 

Citations: 

Chapter   121B,    General   Lavrs   of  Massachusetts    (Ter.    Ed.), 
Sections    1,    9,    11,    46 


(b)     The  conditions  of  slum  or  deterioration  existing  in  each  such  redevelopment  area? 

M  Yes  [  ]  No 

Citations: 

Chapter   121B,    General   Laws    of  Massachusetts    (Ter.    Ed.), 
Sections   1,    9,    11,    46 


(c)     The  extent  of  each  redevelopment  area  which  is  open,    built  up,    improved,   or 

uniniprcvcu?  [g  Yes  [  ]]  No 


Citations: 


Chapter  121B,  Genera^.  Laws  of  Massachusetts  (Ter.  Ed.), 
Sections  1,  9,  H,  46 


(d)     Other  specific  oualiflcation  requirements  pertinent  to  any  such  redevelopment  areas, 
specifying  then,    imposed  by  law? 

(1)     Identification  of  other  specific  qualification  requirements: 
See   D.l    (c)(1) 


(2)     Citations: 

Chapter   121B,    General   Laws    of  Massachusetts    (Ter.    Ed.) 
Sections    1,    11,    46,    48 


-  6  - 


E.  Property  Acquisition  and  Disposition. 

1.      Does  the  law  proliibit  the  Local  Public  Agency   from  exercising  the  right  of  eminent  domain  in 
respect  to  any  particular  type  of  property  in  any  portion  of  the  urbaji  renewal   area,    which 
property  the  Local  Public  Agency  proposes  to  acquire  as  a  part  of  the  urban   renewal   project, 
or  does  the  law  impose  aro'  unusual   restrictions  in  respect  of  such  acquisition  as,    for  ex- 
ample,   obtaining  the  consent  of  a  State  public  utilities  commission  to  the  acquisition  of 
any  property  ORned  bj'  a  public  utility  company?  CD  ^^^  [^  No 

(a)  Citations: 

Chapter  121B,  G  encral  Laws  of  Massachusetts  (Ter.  Ed.), 
Section  11 

Chapters  79  and  80Ani  General  Laws  of  Massachusetts  (Ter.  Ed.) 
as  amended,  and  particularly  Section  5  of  said  Chapter  79. 

(b)  Remarks:      (If  the  answer  to  the  foregoing  ^estlon  is  "Yes",    describe  in  detail   any  such 
restrictions) 


2.  Does  State  or  local   law  require  the  payment  of  ad  valorem  taxes  or  pa>-ments  in  lieu  of  such 
taxes  on  the  property  which  the  Local  Public  Agency  acquires  as  project  land? 

&]  ^es  []  No 

Citations: 

Chapter  79,  General  Laws  of  Massachusetts  (Ter. Ed.)  as  amended, 
Section  IP; 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed,), 
Section  16, 

3.  Does  the  Local  Public  Agency  have  the  power  to  obligate  the  purchasers  or  lessees  of  land  in 
the  project  area  (see  Sec.  105(b)  of  Title  I  of  the  above  cited  Federal  law): 

(a)  To  devote  the  land  to  the  uses  prescribed  by  and  in  conformity  with  the  pertinent  urban 
renewal  plan?  [ic]  Yes     [  D  No 

(b)  To  begin  the  building  of  the  improvements  on  such  land  within  a  reasonable  time? 

[x]  Yes     [  ]  No 

(c)  Citations: 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed.), 
Sections  1,  11,  46,  49, 


4.      Cite  any  provision  in  State  or  local  law  ¥.hich  prescribes  a  time  limit  within  whicli  project 
land  must  be  disposed  of  by  the  Local  Public  Agency. 

None 


F.  Financing  Powers. 

1.      I8  the  Local  Public  Agency  authorized  by  State  and  local  law  to  obtain  financial   asslsta-Tce 
under  Title  I  of  the  above  cited  Federal  law?  [x)  Yes         L3  ^ 

(a)     Citations: 

Chapter  121B,    General  Laws   of  Massachusetts    (Ter.    Ed.), 
Sections   11,    46 


(b)     Renarks:    The  LPA  has  been  obtaining  financial  assistance  under  Title  I 
of  the  above  cited  Federal  law  since  1957. 


2.      If  the  answer  to  the  foregoing  question  is  "Yes",    is  the  Local  Public  Agency  authorized  to 
obtain  a  Title  I    "advance"  for  surveys  and  plfuis  for  an  urban  renewal  project  and  to  azree 
to  repa^'  such  advance,    with  interest,    out  of  any  moneys  fttich  become  available  to  the  Local 
Public  Agency  for  the  undertaking  of  the  urban  renewal  project  involved?       [x]  Yes        T  _.  No 


Citations: 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed.), 
Sections  11,  46 


3.  Does  the  Local  Public  Agency  have  the  power  to  borrow  money  (other  than  advances  as  afore- 
said)   to  carry  out  the  urban  renewal  project: 

(a)  Prom  the  Federal  Government  under  Title  I  of  the  above  cited  Federal   la*? 

[x]  Yes         r~  N: 

(b)  From  other  sources?  ^3  Yes         r_  Sc 

(c)  Citations: 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed.), 
Sections  11,  46 

4.  Is  the  Local  Public  Agency  authorized  to  provide  reasonable  security  for  the  pa^— en:  of  t.".e 
principal  of  and  interest  on  its  obligations  evidencing  any  Title  I  loan  T.hich  cay  be  race 
to  it  with  respect  to  the  proposed  urban  renewal  project?  [X]  Yes         ^  __  >•': 

(a)     Citations: 

Chapter  121B,  G  eneral  Laws  of  Massachusetts  (Ter.  Ed.), 
^Sections  11,  46 


(b)  P.cinarks:  (If  the  answer  to  the  foregoing  question  is  "I'es",  describe  the  nature  cf  : 
security)  Oblif;ations  may  be  secured  by  mortgages  upon  :r:':-er 
held  or  to  be  held  by  it  or  by  pledge  of  its  revenue,  inol^ 
without  li:nitation  grants  or  contributions  by  the  federal 
government,  or  in  any  other  Inw-ful  manner,  and  in  conr.-?c-L: 
with  the  incurrence  of  an.-;  Indebtedness  to  covenant  tr.-^  it 
shall  not  thereafter  mortgage  the  whole  or  any  soecifi^i  • -- 
its    property  or   its   revenues.        -   8  - 


F.  Financing  Powers  (Continued) 

5.  Is  the  Local  Public  Agency  authorized  to  pledge  its  loan  rights  under  a  Title  I  loaii  contract 
as  security  for  the  paj'ment  of  the  principal  of  and  interest  on  oblif;ations  which  it  maj.'  sell 
to  others  than  the  Federal  Government  to  finance  the  proposed  urban  renewal   project? 

[x]  Yes  [  ]  No 

(a)     Citations: 

Chapter  1?1B,  General  Laws  of  Massachusetts  (Ter.  Ed.), 
Sections  11,  24 


(b)     Remarks: 


6.      Does  the  L/Ocal  Public  Agency  have  the  power  to  borrow  money  for  the  purpose  of  refunding  sr^ 
obligations  it  may  issue  to  the  Federal  Government  or  to  others  in  connection  with  the  fi- 
nancing or  refinancing  of  the  proposed  urban  renewal  project?  [^  Yes  [J  ^° 

(a)     Citations: 

Cfhapter  121B,    General  Laws   of  Massachusetts    (Ter.    Ed.),. 
Sections     11,    24,    26 


f\)y  poniOT"Uc?; 


7.      Are  there  any  constitutional,    statutory,    or  charter  limitations  on  the  "debt"  incurring 
powers  of  the  Local  Public  Agency?  j^x]  Yes  [  J  No 

(a)     Citations:    Chapter  121B,    General  Laws  of  Massachusetts   (Ter.    Ed.  ). 
Sections  22.  24 


(b)     Remarks,    citing  relevant  Judicial  decisions: 


8.      Are  there  any  constitutional,    statutory,    or  charter  limitations  on  the  taxing  powers  of  th 
Local  Public  Agency?  [x\  Yes  [  j  So 

(a)     Citations: 

The  LPA  has  no  power  to  impose  taxes. 
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F.   Financing  Powers   (Continued) 

8.      (b)     Remarks,    citing  relevant  Judicial  decisions: 


G,   Organization  Transcript. 

NOTE:      The  following  is  not  applicable  and  should  be  disregarded  if  the  Local  Public  Agency 
is  a  county,    city,    tov.n,    village,    or  other  traditional   type  of  local  government  or 
municipality. 

1.  Has  the  Local  Public  Agency  heretofore  submitted  copies  of  its  transcript  of  organization  to 
the  Urban  Renewal  Administration  or  its  predecessor,    the  Division  of  Slum  Clearance  end  Urban 
Redevelopment,    or  to  a  Regional  Office  of  the  Housing  and  Home  Finance  Agency,    in  connection 
with  any  project  under  the  Title  I  program?  [x]  Yes  [  J  No 

2.  If  the  answer  to  the  above  question  is  "Yes",    the  remainder  of  this  Section  G  is  not  appli- 
cable to  the  Local  Public  Agency  and  should  be  disregarded. 

3.  If  the  Local  Public  Agency  is  (a)   a  public  housing  authority  or  public  housing  agency,   or 
(b)    a  redevelopment  agency,    a  redevelopment  commission,    or  other  special   type  of  redevelop- 
ment entity  (and  if  the  answer  under  Paragraph  1  above  is  "No"),    submit  herewith  tv/o  copies 
of  a  transcript  of  the  organization  of  the  Local  Public  Agency. 

Each  copy  of  the  transcript  of  organization  should  include  one  certified  copy  of  each  document 
necessary  to  evidence,   under  applicable  State  and  local  law,    the  proper  establishment  and  organiza- 
tion Oj.'  the  Lociil  Tablic  Agency,    the  appoinuuent  and  qualification  of  the  members  of  the  original 
governing  body,    the  holding  of  the  original  organization  meeting,    the  election  or  appointment  of  the 
original  officers,    and  the  adoption  of  by-laws  or  other  procedural   regulations.     Illustrative  of  the 
type  of  documents  required  to  be  submitted  are  the  following  which  under  certain  State  and  local 
laws  are  necessary  for  the  preparation  of  the  two  transcripts  of  organization: 

(a)  Two  certified  copies  of  extracts  from  the  minutes  of  the  meeting  or  meetings  of  the  govern- 
ing body  of  the  Municipality  or  appropriate  political   subdivision  at  which  the  resolutions 
or  ordinances  authorizing  the  creation,    designation,    and  organization  of  the  Local  Public 
Agency  were  considered   and  adopted,    including,    if  appropriate,    copies  of  notices  of  such 
meetings  and  waivers  of  and  consents  to  such  meetings; 

(b)  Tto  certified  copies  of  the  certificate  of  necessity  or  certificate  of  incorporation  or 
similar  document  issued  by  the  State  Housing  Board  or  Commission,  the  State  Corporation 
Commission,   or  other  public  body  or  official  as  may  be  required  by  applicable  law; 

(c)  Tto  certifiea  copies  of  each  certificate  of  appointment,    by  the  maj-or  or  other  appropriate 
appointing  officer  of  the  Municipality,    of  each  of  the  original  members  of  the  governing 
body  of  the  Local  Public  Agency,    with  an  appropriate  certification  that  the  said  certifi- 
cates of  appointment  are  on  file  and  of  record  in  the  office  of  the  certifying  officer; 

(d)  Tto  certified  copies  of  extracts  from  the  minutes  of  the  meeting  or  meetings  of  the  govern- 
ing body  of  the  Municipality  or  other  appropriate  political   subdivision  at  which  the  ap- 
pointment of  each  of  the  original  members  of  the  governing  body  of  the  Local  Public  Agerrcy 
was  confirmed  or  approved,    where  such  confirmation  or  approval   is  required  by  applicable  lair. 
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G.  Organization  Transcript   (Continued) 

(e)  Two  certified  copies  of  the  certificate  of  approval  of  the  appointments  of  each  of  the  orig- 
inal members  of  the  governing  body  of  the  Local  Public  Agency  issued  by  the  State  Housing 
Board,    Comnission,    or  similar  public  bodj',    if  required  by  applicable  law; 

(f)  Two  certified  copies  of  the  oath  of  office  or  accepta/ice  of  appointment,    if  required  by  law, 
of  each  original  appointee  to  the  governing  bod^v  of  the  Local  Public  Agency; 

<g)     Tvvo  certified  copies  of  extracts  from  the  minutes  of  the  organization  meeting  or  meetings  of 
the  Local  Public  Agency  at  which  the  original   by-laws  nnd  official   seal   were  adopted,    of- 
ficers were  elected,    and  other  proceedings  relating  to  the  organization  of  the  Local  Public 
Agency  were  taken,    including  copies  of  notices  of  such  meetings  and  of  the  waivers  of  End 
consent  to  such  meetings; 

(h)     Tm  certified  copies  of  the  by-laws  of  the  Local  Public  Agency  as  originally  adopted,    if  not 
included  within  the  above-mentioned  minutes  of  the  organization  meeting;    and 

(1)     Two  certified  copies  of  each  amendment  or  change  in  the  by-laws  of  the  Local  Public  Agency 
to  the  date  of  the  submission  of  the  organization  transcript,    including  certified  extracts 
from  the  minutes  of  the  proceedings  of  the  governing  body  of  the  Ixjcal  Public  Agency  and 
other  documents,    if  any,   necessary  to  evidence  the  proper  adoption  of  any  such  ajnendments  or 
changes. 

All  information  required  by  Item  G,  "Organization  Transcript" 
has  been  previously  submitted. 


11  - 


CAPITOL  7-1030  Res.  OXpoaO  0-4538 

OXFORD  C-6067 

John  C.  Cont^ey 

attorney  at  law 

Suite  426 

73  Tremont  St..  Boston.  Mass.  02108 


I,    the  \inder signed,    DO  HEREBY  CERTIFY  that  I  am  the  duly 
appointed  and  acting  attorney  at  law  for  the  Local  Public  Agency  named  in 
the  Application  to  which  this  opinion  appertains;  that  I  have  been  authorized 
to  subinit  the  foregomg  Legal  Liformation  in  behalf  of  said  Local  Public 
Agency;  and  that  such  Legal  Inform^ation  is  true  and  correct  to  the  best  of 
my  knowledge  and  information. 

I  have  reviewed  such  application,    dated    AiDril    15  ,    1970, 

and  approved  by  the  Local  Public  Agency  on  April    2  ,    1970, 

including  particularly  the  data  and  information  relating  to  (a)  the  size  and 
character  of  the  proposed  urban  renewal  area,    (b)  the  proposed  project  for 
which  surveys  and  plans  are  to  be  prepared,    (c)  the  activities  to  be  undertaken 
by  the  Local  Public  Agency  in  surveying  and  planning  the  proposed  project,    and 
(d)  tlie  proposed  method  of  financing  the  project. 

I  am  of  the  opinion  that  the  Local  Public  Agency  has  been  legally 
created  and  is  a  duly  organized  and  acting  public  body  having  the  legal  power 
to  tuiuertake,    finance,    and  carry  our  the   surveying  and  planning  work  described 
in  such  Ai^plication  for  which  it  seeks  an  Advance  of  funds   (or  other  Federal 
aid)  under   Title  I  of  the  Housing  Act  of  1949  as  amended. 

I  am  of  the  further  opinion,    on  the  basis  of  the  data  and  information 
submitted  in  support  of  the  Application,    that  the  propsed  urban  renewal  area 
is  a  slum,    blighted,    deteriorated,    or  deteriorating  area  within  the  meaning  of 
such  Federal  law  and  that  it  meets  the  requirements  of  State  law,    particularly 
Section  1  of  Chapter  121B,    General  Laws  of  Massachusetts   (Ter.    Ed.  ),    for 
undertaking  the  proposed  urban  renewal  project. 

Dated  this  l^thday  of  April,    197  0. 

John  C.    Conley 


pOMJi-l 


.'■     LEGAL   lllFOPulATIC;!  REPOirr  FOR  U.'^nAll  RLi'FV/AL  p::OJECT 

PART   II   -  nEllABlLITATIOii  OR  COllSHRVATIOIi  ACTIVITIES  ■     •   ' 

/.  None,   Orccnizalion,    end  Tcrriioriol   Jiuisdi  ctior.  of  Local  Public  Agency. 

1.      (a)   Tbc  ICj-.p.l  con''orr.tc  ri?~e  of  the  Local  Public  Ar.cncy  Identified  in  the  Application  date: 
.April    13 19 J7iL,   is:  .    ■     ..  ■ 

■  Boston  Redevelopment  Authority  _  .  •  ■ 

(b)  The  citations  of  la?/  respecting  such  nane  arc  as  follows: 

Chapter  121B,    General  Laws  of  Massachuse  tts  (Ter.    Ed.), 
(recondification  of  Chapter  121,    General  Laws  of  Massachusetts, 
.      (Ter.    Ed,),    as  amended),    Section  4  •  •         ■  " 

*-     •'                                     '                        .          =                4th     "                October        •     "                57 
.  •2,-     The  Local  Public  Acency  v<as  orcrnized  on  the. day  of .    19 


tmdcr  the  follov.lnc  laws: 

Chapter  150  of  the  Acts  of  1957 


Constitutional,    statutory',    and  charter  provisions: 

Chapter  121B,    General  Laws  of  Massachusetts   (Ter.    Ed.) 


3.      (a)  Ddcs  the  Local  Public  Agency  have  a  special   charter?  •  []  ]  Yes  [/^  ?o 

(b)   If  the  Local  Public  Agency  has  a  charter,    subrnit  5,-ith  the  Application  a  co.v.plste  copy  of 
the  charter,    with  all   an'.endr.ents  to  the  date  of  such  Application,    duly  certified  by  the 
officer  having  custod.v  of  the  official  records  of  the  Local  Public  Ascncy,    specify  ir.g 
herein  the  date  of  the  latest  amendxiient  of  the  charter: 

Not  applicable 


-.    19, 


4.  (a)  lias  the  Local  Public  Agency  adopted  by-laws,    rules,   or  regulations  for  the  conduct  of 

Its  affairs?  •  [x]  Yes  []  No 

(b)   If  tlic  answer  to  the  forogoinc  question  is  "Yes",    subnit  vith  the  Application  a  ccvv  of 
such  by-lavs,    rules,   or  rcculations,    with  all  aj:cnd.T,ents  to  the  date  of  the  Applicaticn, 
duly  certified  by  the  officer  having  custody-  of  the  official  records  of  the  Local  Public 
/eency,    specifying  herein  the  date  of  the  latest  ariend^fnt  of  such  by-la'.'.s,    rules,   or 
:  rcr.ulations:      (Cnit   this  itcn   if  the  requested  data  are  included  within   the  or6ar.iza:iori 

transcript  heretofore  subrr.ittcd  or  which   is  subr:iittcd  hereT\iih  in  accordance  with   the 
.rcQuirca:ents  of  Section  G,   Paragraph  3,    bclov/. )       By-laws   submitted  to  URA  in  1957. 

Certified  copies  of  all  Subsequent  changes  have  been  submitted. 
. : 19 

5.  (a)   Is  the  proposed  urban  renewal   area  described  in  the  Application  located  t.holly  within 

the  authorized  territorial  jurisdiction  of  the  Local  Public  Agency?       [>]}  Yes  [3  '"'^ 

(b)   If  the  rjisAcr  is  "r.'o",    include  explanation. 


B.  General  Power. 

'•     1.      Is  the  Local  Public  Agency  empowered  to  plnn,    to  undertake  and  carry  out,    and  to   finance  an 
urbaji  renewal  project  involving  rehabilitation  or  conservation   for  which  financial   aid  under 
Title  I  of  the  above  cited  Federal   law  maj'  be  provided?  []^  Yes  []  No 

2.      If  the  answer  to  the  foregoing  question  is  "Yes",    cite  in  general    the  enabling  legislation, 
constitutional  provisions,    court  opinions,    and  other  laws  upon  which  you  base  your  conclusion. 

Citations:       Chapter    121B,    General    Laws    of   Massachusetts     (Ter,    Ed . )  ; 
Chapter    652,    Acts   of    1960 
Papadinis   v.    Somerville    Housing   Authority,    331   Mass.    627 
McAulif fe    &_  Burke   v,    Boston    Housing   Authority,    334    Mass.    28 

C.  Specific  Powers, 

1.  Is  a  public  hearing  required  by  State  or  local  law  in  connection  with  any  phase  of  the  pro- 
posed urban  renewal  project?  [_J  Yes  [_J  No 

(a)  Citations:    chapter    121B,    General    Laws   of   Massachusetts     (Ter.    Ed.) 
Sections    1,    47,    48 

Moskow  V.    Boston  Redevelopment  Authority,     349  Mass.     553, 

(b)  Rei-narks:    An  LPA  public  hearing  is  prerequisite  to    early  land 
acquisition  pursuant  to  said  Section  47,     Section  48  requires  a  public 

:tKbcxB£S3iffiJ:.s:   hearing  relative  to  the  urban  renewal  plan  only  before  the  City 

Council.      The  Department  of  Community  Affairs  may  hold  a  public  hearing 
upon    any  urban  renewal  plan  submitted  to  it  and  shall  hold  a  public  hearing 
if  requested  to  do  so  in  writing  by  the  Mayor,    the   City  Council  or  25  or 
more  taxable  inhabitants  of  the  City. 

2.  Has  a  public  hearing  been  held  in  connection  with  any  phase  of  the  proposed  urban  renewal 
project: 

(a)  As  and  if  required  by  State  or  local   law?  [^^  Yes  (]  ]  No 

(b)  As  contemplated  by  Section   105(d)   of  Title  I  of  the  above  cited  Federal    law? 

Lxl  Yes  [  J  No 

3.  Does  the  law  require  that  any   detemiination,    findir.g,    revie'V,    approval,    or  other  action  be 
made  or  had  at  the  local   level,    or  by  some  other  public  body  or  official,    before  the  Local 
Public  Agency  maj'  undertake  or  carrj'  out  aiiy  necessary  action  pertaining  to  or  any  phase  of 
the  proposed  urban  renewal  project?  [[^l  ^^s  LJ  No 

(a)  Citations:  chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed.), 
Sections  1,  11,  19,  46,  47,  48 
Chapter  49,  Acts  of  1933 


(b)  Rormrks:  Early  land  activities  and  urban  renewal  plans  require 
LPA  findings  and  determinations  and  an  urban  renew  cl  plan 
requires  findings  and  determinations  and  approval  by  the 
Department  of  Community  Affairs.   Early  land  activities 
require  the  consent  of  the  Department  of  Community  Affairs  and 
the  City  Council  with  approval  by  tlie  Mayor. 
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C.   Specific  Powers   (Continued) 

4.  What  phases  of  the  proposed  urban  renewal  project  or  what  functions  of  the  Local  Public 
Agency,    generally  or  in  respect  to  the  project,    will   be  or  are  required  by  law  to  be  per- 
fonnedby  the  State,    the  Municipality,    or  by  any  other  public  body  or  public  official    (other 
than   the  Local   Public  Asency)?       See  answer  to   C.    3 

(a)  Explain  fully:    All  phases  of  tlie  project  preparatory  to  redevelopment  car 

3<jg^'>:&\Y«ia5xjX2a?«  and  will  be  perforn:ied  by  the  LPA  except  that  public  roac-.va- 
and  related  project  improveire  nts  will  be  constructed  by  either  the  Massacr.'j 
setts  Department  of  Public  Works  or  the  City  Public  Works  Department  or  i: 
such  iiTiprovements  are  witliin  a  project  for  the  construction  of  other  munici; 
^^fecx:eJifitk>ex:     facilities  or  structures,    by  the  Public  Facilities  Department. 

(b)  Citations:     Chapter  IZIB,    General  Laws  of  Massachusetts  (Ter.    Ed.), 
Sections  14,    19,    20,    22,23,24,50 

Chapter  642  of  the  Acts  of  1966 

5.  (a)      Is  there  any  litigation  pending,    or  threatened,    or  deemed  necessary,    affecting  an.v  nec- 

essary action  pertaining  to  or  eny  power  or  authority  of  the  Local  Public  Agency  to 
undertake  and  earn'  out  or  to  finance  the  proposed  urban  renewal  project  or  any  phase 
thereof?  1 3  ^es  [^j  No 

(b)     If  the  answer  to  the  foregoing  question  is  "Yes",    give  a  statement  of  details  respect- 
ing the  nature  of  such  litigation;    and  attach  a  copy  of  the  pleadings,    if  any. 

N  ot  Applicable  -^ 

Statement  of  details  and  copy  of  pleading  attached:  L  J  ^e^ 

e.      (E)     Do-c  *he  Local  Public  Agency,    the' Municipality,   or  other  public  body  have  the  authority" 
to  prepare  a  general  or  master  pirn  for  the  development  of  the  locality  as  a  whole  in 
which  the  urban  renewal   area  is  located?  [xj  Yes  [J  ^'^ 

Citations:  chapter  41,  General  Laws  of  Massachusetts  (Ter.  Ed." 
as  amended.  Sections  70,71  Chapter  652,  Acts  of  1960. 

(b)  If  the  answer  to  the  foregoing  question  is  "Yes",    identify  the  local  public  body. 

Boston  Redevelopment  Authority 

(c)  Does  the  Municipality  have  the  authority  to  prepare  and  present  to  the  Housing  and  Kcr.e 
Finance  Agency  a   "Workable  Program"  as  described  in  Section   101(c)   of  Title  I  of  the 
above  cited  Federal   law?  Initial     "Workable  1^  Yes  [  J  No 

Program  "submitted    in   19  57- 
Citations: 

Chapter  41,  General  Laws  of  Massachusetts  (Ter.  Ed.) 
as  amended,  Section  70;  Chapter  652,  Acts  of  1960. 


7.      Is  there  adequate  legal   authority   for  the  preparation  and  approval  of  an  official  urban   re- 
newal plan   for  an  urban  renewal  project  which  can  meet  the  requirements  of  Section   110(b)   o; 
Title  I  of  the  above  cited  Federal   law?  ^]  Yes  [  J  No 

Citations: 
Chapter    121B,    General    Lav.'s    of   M-^ssachusctts     (Ter.    Ed.) 
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C.   Specific  Powers  (Continued) 

8.      Is  adequate  authority  vested  under  State  and  local   laws  to  permit  the  fulfillment  of  the  re- 
quirements which  are  imposed  by  or  nust  be  inposed  pursuant  to  Title  I  of  the  above  cited 
Federal   law  upon  Local  Public  Agencies  receiving  financial   assistance  thereunder,    with  re- 
spect to: 

(a)     The  relocation  of  fajnilies  displaced  from  the  urban  renewal  area 

(Section  105(c)   of  Title  I)?  ^3  Yes  [  D  No 

Citations:      Chapter    121B,    General    Lav7s    of    Massachusetts     (Ter.    Ed.) 
Sections      1,    11,    20(3),   46,    53,    56 


(b)     Salarj',    wage,    and  labor  standards  (Section  109  of  said  Title  I)?       ^]]  Yes  C  !]  No 

Citations:  Chapter    121B,    General   Laws   of   Massachusetts    (Ter. 
Ed.),    Sections    1,    11,    12,    46 

Coinmissioner   of    Labor    ^  Industries   v .    Boston   Housing 
Authority,    345   Mass.    406. 

9.     Is  adequate  authority  vested  under  State  and  local  laws  to  permit  the  provision  of  cash  or 
non-cash  local  grants-in-aid  as  defined  in  said  Title  1?  ^3  Yes  [  ]  No 

(a.)     Indicate  the  contemplated  sources  of  thp  local   grants-in-aid  for  the  prcicsea  project, 
i.e.,    the  municipality,   Local  Public  Agency     some  other  agency,    etc. 

City   of   Boston,    Commonwealth   of   Massachusetts 


(b)     Citations  to  authority  of  each  contemplated  source  of  local   grants-in-aid: 

Chapter    121B,    General    Laws   of   Massachusetts    (Ter.    Ed.) 
Sections     U,    19.    20,    23,    24,    46 


(c)     Remarks: 


10.      Does  any  provision  of  State  or  local   law  restrict  the  right  of  the  Local  Public  Agency  to 
dispose  of  land  acquired  for  redevelopment  purposes  or  prescribe  the  methods  or  impose  con- 
ditions upon  )and  disposal?      •  [^i^  Yes  []  3  No 

(a)     Citations: 

Chapter  121B,  General  Lav.'s  of  Massachusetts  (Ter.  Ed.), 
Section  49 
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C,  Specific  Powers   (Continued) 
10.      (b)     Remarks: 


D.    Urban  Renewal  Area  --  Legal  Eli(;ibility  and  Qualification. 

Basing  your  judgment  upon  data  and  information  in  and  submitted  in  support  of  the  Application,    is 
the  proposed  urban  renewal   area  legally  eligible  and  legally  qualified  under  State  and  local   law 
as  the  area  of  and   for  an  urban  renewal  project: 

(a)     With  respect  to  the  size  of  the  urban  renewal  area?  ^]  Yes  [  ]  No 

Citations: 

Chapter    121B,    General    Laws    of   Massachusetts    (Ter .    Ed . ) ^ 

Sections  1,    9,   11,   46 


(b)     Kith  respect  to  the  conditions  of  slum,    blight,    or  deterioration  existing  in  the  urban   re- 
newal  area?  [  ^  Yes  [  ~]  No 

Citations: 

Chapter    121B,    General    Laws   of   Massachusetts    (Ter.    Ed.), 
Sections   1,    9,   11,   46 


(c)     With  respect  to  other  specific  qualification  requirements  pertinent  to  the  urban  renewal 
area,    specifying  them,    imposed  by  law"?  |^j^  Yes  [^  J  No 

(1)  Identification  of  other  specific  qualification   requirements: 

The  project  would  not  by  private  enterprise  alone  and  v:it: 
either  government  subsidy  or  the  exercise  of  governmental  no: 
be  made  available  for  urban  renewal,  the  project  will  afford 
maximum  opportunity  to  privately  financed  urban  renev.'al  cons; 
with  the  sound  needs  of  the  locality  as'  a  whole,  the  relocat; 
plan  has  been  approved,  and  the  plan  conforms  to  the  general 

for  the  municipality  as  a  whole. 

(2)  Citations: 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed.) 
Sections  1,  48 


E.  fffhabilitation  or  Conservation  Povers. 

1.     List,    by  citation,    the  constitutional,    statutory,    and  charter  provisions,    with  Judicial   de- 
cisions thereon,    and  the  local   codes  or  ordinances  which  will   be  utilized  by  the  Local  Public 
Agency  in  carrying  out  a  procram  of  rehabilitation  in  the  proposed  urban  renewal   area. 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed.) 


2.  List,  by  citation,  code  provisions  or  administrative  determinations  which  establish  standards 
to  be  utilized  in  carrying  out  a  program  of  rehabilitation. 

Chapter  121B,  General  Lav.'s  of  Massachusetts  (Ter.  Ed.), 
building,  fire,  garage,  health  and/or  zoning  laws,  ordinances, 
codes,  rules  and/or  regulations  applicable  in  the  City  of 
Boston . 

3.  Does  the  law  penriit  the  acquisition  of  real  property  by  the  Local  Public  Agency,    in  the  pro- 
posed urban  renewal   area,    by  eminent  domain  or  otherwise,    where  necessary  to: 

(a)  EHminate  unheal thful,    Insanitarj',   or  unsafe  conditions?  [[j^  Yes  []  No 

(b)  Lessen  density?  [xl  Yes  [  ]  No 

(c)  Elirainate  obsolete  or  other  uses  detrimental  to  the  public 

welfare?  [x]  Yes  [  ]  No 

('^'>     Other"!?"  remove  or  prevent  the  spread  of  blight  or  deteriora- 
tion? [x]  Yes  [  ]  No 

(e)  Provide  land  for  needed  public  facilities?  [x]  Yes  [J  No 

(f)  Citations: 

Chapter  79,  General  Laws  of  Massachusetts  (Ter.  Ed.)  as 
amended;  Chapter  121B,  General  Laws  of  Massachusetts  (Ter. 
Ed.),  Sections  11,  46 

(g)  Explain   fully  what  powers  and  findings  are  relied  upon  by  the  Local  Public  Agency   to  un- 
dertake the  acquisition  of  land  and  improvements  hi'   eminent  domain  or  otherwise: 

Findings  that  the  project  area  is  decadent,  substandard  or 
blighted  open  area 


4.      Does  State  or  local   law  require  the  paiinent  of  ad  valorem  taxes  or  payments  in  lieu  of  such 
taxes  on   the  property  which  the  Local  Public  Agency  acquires  as  project  land? 

Cx]  Yes  [  ]  No 

• 

Citations:   Chapter  79,  General  Laws  of  Massachusetts  (Ter.  Ed.) 
as  amended.  Section  12 

Chapter  121B,  General  Laws  of  Massachusetts  (Ter.  Ed.), 
Section  16 


-  6 


E.  Rehabilitation  or  Conservation  Powers  (Continued) 

6.     Does  the  Local  Public  Agency  have  the  power  to  obligate  the  purchasers  or  lessees  of  land  in 
the  proposed  urban  renewal  area  (see  Sec.    105(b)  of  Title  I  of  the  above  cited  Federal  las): 

(a)  To  devote  the  land  to  the  uses  prescribed  by  and  in  confonaity  with  the  pertinent  urban 
renewtl  plan?  %.J  Yes  [  3  No 

(b)  To  begin  the  building  of  the  iraprovements  on  such  land  within  a  reasonable  time? 

&]  Yes  [  ]  No 

(c)  Citations: 

Chapter    121B,    General    Laws    of  Massachusetts    (Ter.    Ed.), 
Sections    1,    11,    46,    49. 


6.     Cite  any  provision  in  State  or  local  law  which  prescribes  a  time  limit  within  which  project 
land  must  be  disposed  of  by  the  Local  Public  Agency. 

None 


F.  Financing  Powers. 

I.     Is  the  Local  Public  Agency  authorized  by  State  and  local  law  to  obtain  financial  assistance 
under  Title  I  of  the  above  cited  Federal  law?  [^Q  Yes  []]  No 

(a)     Citations:       Chapter  121B,    General  Laws  of  Massachusetts   (Ter.    Ed.  ) 
Sections  11,    46 


(b)     Remarks:  The  LPA  has  been  obtaining  financial  assistance  under  Title 

of  the  above  cited  Federal  law  since  1957. 


2,     If  the  answer  to  the  foregoing  question  is  "Yes",    is  the  Local  Public  Agency  authorized  to 
obtain  a  Title  I   "advance"    for  survey's  and  plans  for  an  urban  renewal  project  and  to  agree  to 
repay  such  advance,    with  interest,   out  of  any  moneys  which  become  available  to  the  Local  Pub- 
lic Agency  for  the  undertaking  of  the  urban  renewal  project  involved?     [>-J  Yes  C  J  No 

Citations:       Chapter  121B,    General  Laws  of  Massachusetts  (Ter.    Ed.  ), 
Sections  11,    46 


3.     Does  the  Local  Public  Acency  have  the  power  to  borrow  Eoncy  (other  than  advances  as  aforesaid) 
to  carry  out  the  urban  renewal  project: 

(a)     From  the  Federal  Govcmmont  under  Title  I  of  the  above  cited  Federal   law? 

[x]  Ves  [  D  No 


F.  Financing  Potcers   (Continued) 

■    3.      (b)     From  other  sources?  [>^]  Yes  [  ]  No 

(c)     Citations:     Chapter  121B,    General  Laws  of  Massachusetts   (Ter.    Ed.  ), 
Sections  11,    46 


4.      Is  the  Local  Public  Agency  authorized  to  provide  reasonable  security   for  the  payment  of  the 
principal  of  and  interest  on  its  obligations  evidencing  any  Title  I   loan  which  may  be  made  to 
it  with  respect  to  the  proposed  urban  renewal  project?  [x]]  Yes  E  J  No 

(a)     Citations:      Chapter  121B,    General  Laws  of  Massachusetts  (Ter,    Ed.  ), 
Sections  11,    46 


(b)     Remarks:      (If  the  answer  to  the  foregoing  question  is  "Yes",    describe  the  nature  of  the 

security)  Obligations  inay  be  secured  by  mortgages  upon  property  held  or  to  be 

held  by  it  or  by  pledge  of  its  revenue,    including  without  limitation  grants  or 

contributions  by  the  federal  government,    or  in  any  other  lawfvil  manner,    and  i 

connection  with  the  incurrence  of  a;iy  indebtedness  to  covenant  that  it  shall  no 
thereafter  mortgage  whole  or  specified  part  of  property  or  its  revenue. 
Is  the  Local  Public  Agency  authorized  to  pledge  its  loan  rights  under  a  Title  I   loan  contract 

as  security  for  the  payment  of  the  principal  of  and  interest  on  obligations  which  it  may  sell 

to  others  than  the  Federal   Government  to   finance  the  proposed  urban  renewal  project? 

M  ^es  []  No 

(a)     Citations:       Chapter  121B,    General  Laws  of  Massachusetts  (Ter.    Ed.  ), 
Sections  11,    24 


(b)     Remarks: 


Does  the  Local  Public  Agency  have  the  power  to  borrow  money   for  the  purpose  of  refunding  any 
obligations  it  may  issue  to  the  Federal   Government  or  to  others  in  connection  with  the  fi- 
nancing or  refinancing  of  the  proposed  urban   renewal  project?  [xj  Yes  QJ  No 

(a)     Citations:      Chapter  121B,    General  Laws  of  Massachusetts  (Ter.    Ed.  ), 
Sections  11,    24,    26 


(b)     Remarks: 


7.   Are  there  any  constitutional,  statutory,  or  charter  limitations  on  the  "debt"  incurring 
powers  of  the  Local  Public  Accncy?  [^D  Yes     [  J  No 


F.   Financing  Powers   (Continued) 

7.     (a)     Citations:.    Chapter  121B,    General  Laws  of  Massachusetts   (Ter.    Ed.). 
Sections  22,       24 


(b)  Remarks,  citing  relevant  judicial  decisions: 


8.   Are  there  any  constitutional,  statutory,  or  charter  llnitations  on  the  taxing  powers  of  the 
Local  Public  Agency?  [x]  Yes    L  J  •'^'^ 

(a)  Citations: 

The  LPA  has  no  power  to  impose  taxes. 


(b)     Remarks,    citing  relevant  judicial  decisions: 


G.  Organization  Transcript. 

NOTE:     The  following  is  not  ^pllcable  and  should  be  disregarded  if  the  Local  Public  Agency 
Is  a  county,    city,    town,    village,   or  other  traditional  tj^e  of  local   govemren:  or 
Bunicipality. 

1.  Has  the  Local  Public  Agency  heretofore  submitted  copir-s  of  its  transcript  of  orgar.izatior.  to 
the  Urban  Renewal  Administration  or  its  predecessor,    the  Division  of  Slum  Clearance  and  Ur- 
ban Redevelopment,    or  to  a  Regional  Office  of  the  Housing  and  Home  Finance  Agency,    in  con- 
nection vdth  ani'  project  under  the  Title  I  program?  [xj  Yes  [  _!  No 

2.  If  the  answer  to  the  above  question  is   "Yes",    the  remainder  of  this  Section  G  is  nor   appli- 
cable to  the  Local  Public  Agency  and  should  be  disregarded. 

3.  If  the  Local  Public  Agency  is  (a)   a  public  housing  authority  or  public  housing  ageno",    or 
(b)    a  redcvelopinent  agency,    a  redevelopment  commission,    or  other  special   tjTpe  of  redevelcr- 
ment  entity   (and  if  the  answer  under  Parat;raph   1   above. is  "No"),    submit  herewith   t»o  copies 
of  a  transcript  of  the  organization  of  the  Local  Public  Agency. 

Each  copy  of  the  transcript  of  organi,",ation  should  include  one  certified  copy  of  each  docurer.r 
necessary  to  evidence,  under  u^plitablc  State  and  local  law,  the  proper  establishment  and  orga.-.iz£.- 
tion  of  the  Local  Public  Agency,  tlic  appointment  and  qualification  of  the  members  of  the  original 
governing  bcxb',  the  holdinc  of  the  original  org;'.nization  meeting,  the  election  or  appoint.-er.t  cf 
the  original  officers,  and  the  adoption  of  by-laws  or  other  procedural  regulations.  Illuscrative 
of  the  tjpc  of  ilocunicnts  required  to  be  sulnuttcd  are  the  following  uliich  under  certain  State  a.-.c 
local   laws  are  necessary  for  the  preparation  of  the  two  transcripts  of  organization: 

(d.)      TV'O   certified  copies  of  extracts   from  the  minutes  of  the  meeting  or  meetings  of  the-  fovorr.- 
ing  bo;i)'  of   the  Municipality  or  uiipropriuto  political   subdivi.sion  at  which   the  rf^.'v:Ii;::rr.s 
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G.   Organization  Transcript   (Continued) 

or  ordlna/ices  authorizing  the  creation,    deslcnatlon,    and  organization  of  the  Local  Public 
Agency  were  considered  and  adopted,    including,    if  appropriate,    copies  of  notices  of  such 
meetings  and  waivers  of  and  consents  to  such  meetings; 

(b)  Two  certified  copies  of  the  certificate  of  necessity  or  certificate  of  incorporation  or  sim- 
ilar document  issued  by  the  State  Housing  Board  or  Commission,    the  State  Corporation  Com- 
mission,   or  other  public  body  or  official   as  may  be  required  by  applicable  law; 

(c)  Tto  certified  copies  of  each  certificate  of  appointment,    bj*  the  mayor  or  other  appropriate 
appointing  officer  of  the  Municipality,    of  each  of  the  original  members  of  the  governing 
body  of  the  Local  Public  Agency,    with  an  appropriate  certification  that  the  said  certifi- 
cates of  appointment  are  on  file  and  of  record  in  the  office  of  the  certifying  officer; 

(d)  TwD  certified  copies  of  extracts  from  the  minutes  of  the  meeting  or  meetings  of  the  govern- 
ing body  of  the  Municipality  or  other  appropriate  political   subdivision  at  which  the  appoint- 
ment of  each  of  the  original  members  of  the  governing  body  of  Xhe  Ijocal  Public  Agency  was 
confirmed  or  approved,    where  such  confirmation  or  approval   is  required  by  applicable  law; 

(e)  Tm  certified  copies  of  the  certificate  of  approval  of  the  t^pointments  of  each  of  the 
original  members  of  the  governing  body  of  the  Local  Public  Agency  issued  by  the  State  Housing 
Board,    Commission,    or  similar  public  body,    if  required  by  applicable  law; 

(f)  Two  certified  copies  of  the  oath  of  of fie?  or  acceptance  of  appointment,    if  required  by  law, 
of  each  original   appointee  to  the  governing  body  of  the  Local  Public  Agency; 

(g)  Two  certified  copies  of  extracts  from  the  minutes  of  the  organization  meeting  or  meetings  of 
tht  ijocal  Puolic  Agency  at  which  the  original   by-laws  and  official   seal   were  adopted,    of- 
ficers were  elected,    and  other  proceedings  relating  to  the  organization  of  the  Local  Public 
Agency  were  taken,    including  copies  of  notices  of  such  meetings  and  of  the  waivers  of  and 
consent  to  such  meetings; 

(h)     Two  certified  copies  of  the  by-laws  of  the  Local  Public  Agency  as  originally  adopted,    if  not 
included  within  the  above-mentioned  minutes  of  the  organization  meeting;    and 

(1)     Two  certified  copies  of  each  amendment  or  change  in  the  by-laws  of  the  Local  Public  Agency 
to  the  date  of  the  submission  of  the  organization  transcript,    including  certified  extracts 
from  the  minutes  of  the  proceedings  of  the  governing  body  of  the  Local  Public  Agency  and 
other  documents,    if  anj-,    necessary  to  evidence  the  proper  adoption  of  any  such  amendments 
or  changes. 

All  information  required  by  Item  G,    "Organization  Transcript"  has  been 
previously  submitted. 
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SURVEY  AND  PLANNING  APPLICATION 
PROOECT  NO.  MASS.  R- 

Kittredge  Square  urban  Renewal  Area 
Boston  Redevelopment  Authority 
Boston,  Massachusetts 


RESOLUTION  OF  BOSTON  REDEVELOPMENT  AUTHORITY  AUTHORIZING 

FILING  OF  APPLICATION  CODE  NO.  R  144 


Resolution  of  Boston  Redevelopment  Authority  authorizing  filing 
of  application  is  attached. 


CERTIFICATF.  OF  VOTE 
The  undersigned  hereby  certifies  as  follows: 

(1)  That  he  is  the  duly  qualified  and  acting  Secretary  of  the  Boston 
Redevelopment  Authority,    hereinafter  called  the  Authority,    and  the  keeper  of 
the  records,    including  the  journal  of  proceedings  of  the  Authority. 

(2)  That  the  following  is  a  true  and  correct  copy  of  a  vote  as  finally 
adopted  at  a  meeting  of  the  Authority  held  on  April  2,    1970 

and  duly  recorded  in  this  office: 


A  Resolution  entitled:    "RESOLUTION  OF  THE  BOSTON  REDEVELOP- 
MENT AUTHORITY    APPROVING  THE  UNDERTAKING  OF  SURVEYS  AND  PLANS 
FOR  AN  URBAN  RENEWAL  PROJECT  AND  FILING  OF  AN  APPLICATION"      was 
introduced,    read  and  considered. 

On  motion  duly  made  and  seconded,    it  was  unanimously 
VOTED:       To  adopt  the  Resolution  as  read  and  considered. 


(3)  That  said  meeting  was  duly  convened  and  held  in  all  respects  in 
accordance  with  law,    and  to  the  extent  required  by  law,    due  and  proper  notice 

of  such  meeting  was  given;  that  a  legal  quorum  was  present  throughout  the  meet- 
ing, and  a  legally  sufficient  number  of  members  of  the  Authority  voted  in  a  proper 
manner  and  all  other  requirements  and  proceedings  under  law  incident  to    the 
proper  adoption  or  the  passage  of  said  vote  have  been  duly  fulfilled,    carried  out 
and  otherwise  observed. 

(4)  That  the  Resolution 

to  which  this  certificate  is  attached  is  in  substantially  the  form  as  that  presented 
to  said  meeting. 

(5)  That  if  an  impression  of  the  seal  has  been  affixed  below,    it  con- 
stitutes the  official  seal  of  the  Boston  Redevelopment  Authority  and  this  certificate 
is  hereby  executed  under  such  official  seal. 

(6)  That  J°^"  P-    Warner         ig  the  Director 
of  this  Authority. 

(7)  That  the  undersigned  is  duly  authorized  to  execute  this  certificate. 

IN  WITNESS  WHEREOF  the  undersigned  has  hereunto  set  his  hand 
this  2nd       day  of  April  ^    19  70  . 

BOSTON  REDEVELOPMENT  AUTHORITY 
Assistant Secretary/ 


RESOLUTION  OF  THE  BOSTON  REDEVELOPMENT  AUTHORITY 
APPROVING  THE  UNDERTAKING  OF  SURVEYS  AND  PLANS 
FOR  AN  URBAN  RENEV7AL  PROJECT  AND  FILING  OF  AN  APPLICATION 

WHEREAS,  under  Title  I  of  the  Housing  Act  of  19  49,  as 
amended  (herein  referred  to  as  "Title  I"),  the  Secretary  of 
Housing  and  Urban  Development  is  authorized  to  extend  financial 
assistance  to  local  public  agencies  in  the  elimination  and 
prevention  of  the  spread  of  their  slums  and  urban  blight  through 
the  planning  and  undertaking  of  urban  renewal  projects;  and 

WHEREAS  Title  VI  of  the  Civil  Rights  Act  of  1964 
prohibits  discrimination  on  the  basis  of  race,  color  or  national 
origin  imder  any  program  or  activity  receiving  Federal  financial 
assistance  and  Executive  Order  11063  prohibits  discrimination  on 
basis  of  race,  color,  creed  or  natioiial  origin  in  sale,  lease  or 
other  disposition  of  residential  property  (including  land  in- 
tended for  residential  use)  or  in  the  use  or  occupancy  thereof; 
cind 

WHEREAS  it  is  desirable  and  in  the  public  interest  that 
the  Boston  Redevelopment  Authority  make  surveys  and  prepare  plans, 
presently  estimated  to  cost  approximately  One  Hundred  Six  Thousand 
Seven  Hundred  Sixty  dollars  ($106,760),  in  order  to  undertake  and 
c?xry  out  an  urban  renewal  project  of  the  character  contemplated 
by  Section  110  (c)  of  Title  I,  in  that  area  proposed  c^o  an  UrLcn 
Renewal  Area,  situated  in  the  City  of  Boston,  County  of  Suffolk, 
and  State  of  Massachusetts,  which  is  described  as  follows: 

See  Exhibit  A:   Description  of  Perimeter  Boundary 

NOW,  THEREFORE,  BE  IT  RESOLVED  BY  THE  BOSTON  REDEVELOPMENT 
AUTHORITY: 

1.  That  the  proposed  Urban  Renewal  Area  described 
above  is  a  slum  blighted,  deteriorated,  or  deteriorating  area 
appropriate  for  an  urban  renewal  project,  and  that  the  undertaking 
by  the  Boston  Redevelopment  Authority  of  surveys  and  plans  for  an 
urban  renewal  project  of  the  character  contemplated  by  Section 

110  (c)  of  Title  I  in  the  proposed  Urban  Renewal  Area  is  hereby 
approved. 

2.  That  the  financial  assistance  available  under  Title 
I  is  needed  to  enable  the  Boston  Redevelopment  Authority  to 
finance  the  planning  and^undertaking  of  the  proposed  Project. 

3.  That  it  is  cognizant  of  the  conditions  that  are 
imposed  in  the  undertaking  and  carrying  out  of  urban  renewal 
projects  v-/ith  Federal  financial  assistance  under  Title  I,  including 
those  relating  to  (a)  the  relocation  of  site  occupants,  (b)  the 
provision  of  local  grants-in-aid,  and  (c)  the  requirement  that 
the  locality  present  to  the  Secretary  of  Housing  and  Urban 
Development  as  a  prerequisite  to  approval  of  the  application 


degcfibed  below,  a  workable  program  for  community  improvement, 
as  set  forth  in  Section  lol  (c)  of  Title  I,  for  utilizing 
appropriate  public  and  private  resources  to  eliminate  and 
f>revent  the  development  or  spread  of  slums  and  urban  blight. 

4.  That  the  United  States  of  America  and  the 
Seeretary  of  Housing  and  Urban  Development  be,  and  they  hereby 
are,  assured  of  full  compliance  by  the  Boston  Redevelopment 
Authority  v;ith  effectuating  Title  VI  of  the  Civil  Rights  Act  of 
1964  and  applicable  Executive  Orders. 

• 

5.  That  it  is  the  sense  of  this  body  (a)  that  a 
feasible  method  for  the  relocation  of  individuals  and  families 
digplaced  from  the  Urban  Renewal  Area,  in  conformity  with  the 
requirements  of  Title  I,  can  be  prepared,  and  (b)  that  local 
grants'^in-aid  can  and  will  be  provided  in  an  amount  which  will 

fee  hot  less  than  one-third  of  the  Net  Project  Costs  of  the  Project 
and  which,  together  with  the  Federal  capital  grant,  will  be 
generally  equal  to  the  difference  between  Gross  Project  Cost  and 
the  proceeds  or  value  of  project  land  sold,  leased,  or  retained 
for  use  in  accordance  with  the  urban  renewal  plan. 

6.  That  the  filing  of  an  application  by  the  Boston 
Redevelopment  Authority  for  an  advance  of  funds  from  the  United 
States  of  America  in  an  amount  not  to  exceed  One  Hundied  Six 
Thousand  Seven  Hundred  Sixty  dollars  ($106,760)  for  surveys  and 
plans  for  an  urban  renewal  project  in  the  proposed  Urban  Renewal 
Area  described  above  is  hereby  approved,  and  that  the  Director 
is  hereby  authorized  and  directed  to  execute  and  file  such 
application  with  the  Secretary  of  Housing  and  Urban  Development, 
to  provide  such  additional  information  and  to  furnish  such 
documents  as  may  be  required  by  the  Secretary,  and  to  act  as  the 
authorized  representative  of  the  Boston  Redevelopment  Authority. 


i^Ko:ij;cT  MO.   i-iAf;:;.}'--  suiwri?;n;i:o:.;  da'J'i; 

KitLrodga    F>qvi-i\c.    Urb.in    I.^'nc-val    7n:c.a 
BosLoji    JiGcicvolopruoiL   7>ullior:I.  L.y 
Boston  ,    nri/-.i?iic;]">iiBo!. Ls 


EXIlJi^lT   J\         DESCKirriOI!    O-^    PEUT;--lJTi' Jl   POUKDAUY 


The   perimeter   boundary   of   the    Kittredge    Square   Urban   Renev.'al   Area 
is    shov.'n    on    the    attached   plan    entitled    "T-'odel    Neighborhood 
Sub-area    2,    Kittredge    Square    Survey    and   Planning   Area,"    dated 
April    2,    1970. 
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